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PREFACE. 

The difficulty of attempting to compress the whole 
history of the French nation within the limits of a book 
of this size must be evident at a glance. It requires of 
necessity the exclusion of many matters of interest 
which belong to that history, and it is not likely that 
any two writers would agree in their selection of the 
facts to be omitted. In the present case, I have 
endeavored to follow, as closely as possible, the line 
marked out by the title of the book, and to include 
within it, to the best of my judgment, the important 
facts which show the growth of the nation from age to 
age. I have endeavored, also, to resist the temptation 
to use the space at my command for other facts, how- 
ever interesting, if they do not seem to bear upon the 
national growth. I believe the question of insertion or 
exclusion has been carefully considered in every impor- 
tant case, but I cannot hope that my judgment will 
always meet with approval. 

The omission which I regard with the most regret is 
that which concerns the economic history of France. 
There are periods, at least, in the growth of the nation 
when that side of its history deserves a fuller treatment 
than it has received here, and yet it could not be given 
without the sacrifice of other matters which seemed of 
j^ more importance when a choice between them had to 

be made. 

No attempt has been made in this book to furnish a 
bibliography of French history. Occasional reference 
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IV Preface, 

lias been made in the margin to books in the English 
language which are of particular interest on special 
periods. There is no thoroughly good book as yet, 
either in English or in French, which covers the whole 
history of France. Kitchin*s ** History of France," in 
three volumes, is the best in English, but is needlessly 
uninteresting, and leaves much to be desired at many 
points. Guizot's is popular and fully illustrated, but it 
is uncritical and contains many versions of facts now 
known to be incorrect. Very good single volume 
histories are Duruy's and the volume on France in the 
** Student's Series of Histories.** I wish to acknowl- 
edge my especial obligation to the ' * Histoire G6n6rale * ' 
of Lavisse and Rambaud, and to Rambaud's ** Histoire 
de la Civilisation Franjaise. * ' 
New Havetiy January y 1896, 
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THE 
GROWTH OF THE FRENCH NATION. 

INTRODUCTION. 

In more than one age of the past, the French nation 
has been the leading nation of the world, whether one 
means by that the most powerful of the nations or the 
leader of the world in the arts of civilization. If it 
seems to us improbable that France should ever again 
occupy the commanding position which has sometimes 
been hers in the past, the fact does not diminish the of ue^uiiar °^ 
interest with which we must regard her history. To the 
American people especially, occupying the continent 
which she so nearly made her own, and influenced, as 
we have been, in peculiar ways by her history, the story 
of the French people can hardly be of inferior interest to 
that of our own mother country. 

The story of the growth of the French nation is a very 
peculiar one. The country was occupied, when its real 
history opens, by a great race — the Celtic — which forms 
through all later changes the main stock of its population, 
but whose language and institutions have disappeared a succession of 
almost completely from the final product. The country 
was then conquered by another great race — the Roman — 
which made almost no contribution to the blood of the 
French nation, but which did give it its language, and 
the larger share of its institutions and its laws. Finally 
a third race occupied the country by conquest — the 
German — ^which added a new element, but a minor one, 
to the population, and which profoundly influenced, for 
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easy for the nation to secure a commanding position in 

Europe, giving it, as it does, a coast-line upon the i^j^^^**^**^ 

English Channel, the Atlantic, and the Mediterranean, 

and an interior boundary line which brings it into contact 

with the nations of both southern and northern Europe. 

Its great river systems, however, seem to divide the 

country into two halves, a southern and a northern, and 

this fact has not been without influence upon the history 

of the nation. 



CHAPTER I. 



GAUL BEFORE THE FRANKS. 



Celtic Gaul. 



Tribal govern- 
ment, 



favored the Ro- 
man conquest. 



At the time of the Roman conquest, the country 
which was to form the later France was occupied by a 
great number of tribes of the Celtic race, and their blood 
probably forms by far the largest element in that of the 
present French people. But the Celts were not the first 
inhabitants of Gaul. The remains of primitive man which 
have been found in France, of the Stone Age, and of the 
cave-dwellers, show us that the country was inhabitecj 
long before the advent of the men of the Aryan race. 
But these earlier inhabitants could not hold their ground 
before the stronger and more civilized Celts, and they 
disappeared, or were perhaps absorbed, in part at least, 
by their conquerors. The Celts themselves were hardly 
more than savages when the Roman conquest began. 
They were divided into many independent tribes, owning 
no common allegiance, though some of the tribes had 
established a kind of supremacy over others, and some 
had joined together in confederations. Within the tribes 
there was no firmly established government. Some few 
had kings, but in most the control of affairs was in the 
hands of a primitive aristocracy who ruled in a patriarchal 
way and were supported by large bodies of devoted 
clients. The tribes were often weakened by the rivalries 
of these chiefs with one another, or by the attempt of 
some one of them to make himself a supreme ruler over 
the tribe. It was a condition very favorable to the 
Roman conquest. 
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5 It is with the conquest by the Romans that Gaul 

really enters upon the stage of the world's history. We J/lhJ^iman*^ 

shall always associate that conquest in a peculiar way conquest. 

with the name of Julius Caesar, but in reality Caesar's 

Gallic war was only a further stage in a process which 

had long been going on, and his conquest was, in some 

degree at least, forced upon him by the circumstances 

which confronted him in Gaul. 

The slowly expanding Roman state in Italy had begun 

CoiiQiicst Oi 

to creep over the lands occupied by the Celts in northern cisaipinc Gaui. 
Itoly as early as 225 B. C. This conquest was inter- 
rupted for a time by the great invasion of Hannibal, but 
was resumed again after his fall, and a few years later 
Rome had reached the frontier of the Alps. For a 
generation or more this remained the limit of the Roman 
advance, but in 154 B. C. the Greek colony of Massilia, 
now Marseilles, asked the Romans for help against some 
of the Gallic tribes. Massilia had been the ally of Rome Massifia. 
against Carthage and her assistance had been of great 
value in the conquest of Spain. It was not the custom 
of Rome to desert her allies, especially not if they offered 
a starting point for a new conquest. A Roman army 
proceeded at once to Massilia, subdued her enemies, and 
established a Roman protectorate along the seacoast. 
But Rome could not stop with that. The beginning of tectorafe! ^^^ 
the Roman conquest is in a small way typical of the 
larger conquest of all Gaul. The neighboring tribes in 
their savage restlessness, or in their quarrels with one 
another, were constantly threatening the peace and 
security of the land already Roman, and further conquest 
seemed the only remedy. So Rome was led on from 
one advance to another, as England has been in many 
quarters of the globe, and still more recently Russia, 
though very possibly in the ancient case, and in the 
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The " Prov- 
ince." 



See Fowler's 
"Julius Caesar" 
in the " Heroes 
of the Nations" 
series. 



A German in- 
vasion. 



The mieration 
of the Helve- 
tians. 



modern ones too for that matter, the conquerors were 
not reluctant to be led in that direction. About 120 
B. C. they organized west of the Alps ** the Province '* 
— Provincia, Provence — its boundary lines soon extend- 
ing north to Geneva and Lyons, following down the 
C6vennes, striking west from near their southern end to 
take in Toulouse, and from that point dropping south to 
the Pyrenees. This was not a large land as compared 
with the whole of Gaul, but it was a foothold and it was 
certain to involve, sooner or later, all that did follow. 

This was the province of which Caesar took possession 
early in 58 B. C. , together with Cisalpine Gaul, as the 
territory assigned to him after his consulship. It was 
known at the time that serious danger was threatening 
the province, but no one could have known how serious 
the danger really was. The Germans had already dis- 
covered the weakness of the Celts and had crossed the 
Rhine to begin, so long before they would be able to take 
it up again, that conquest of Gaul which was one day to 
transform the country both politically and institutionally. 
The contest of the -^dui with the Arverni and Sequani 
for supremacy in eastern Gaul had enabled Ariovistus 
with his Germans to get a firm footing just north and 
west of the Romans, in a position which seriously 
threatened their hold upon the land. But before Caesar 
could deal with this danger he had to beat back the attack 
of the Helvetians, who were trying to emigrate with all 
their belongings into better lands than their own mountain 
valleys. This Caesar accomplished in a few weeks in a 
campaign which reveals the marvelous qualities of his 
generalship. Then he was free to turn against the more 
serious, because more permanent, danger presented by 
the Germans in Gaul. In another short campaign he 
destroyed their army and forced the king to take refuge 
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on the other side of the Rhine, checking the German 
invasion of Gaul for more than four hundred years. 

This campaign changed the situation, in more ways * 
than one. It carried the Romans to the Rhine, far J^e^WiTnc*"' *^ 
beyond their original boundary, almost as far north as 
Strasburg. What should be done with this territory 
virtually conquered ? At what time Caesar formed the 
plan of taking all Gaul for the Romans we cannot say, 
but this campaign seems at least to have convinced many 
among the Gauls that this danger was imminent. The 
union which the tribes of the Belgae formed in the 
following winter against the Romans gave Caesar an 
opportunity to subdue northern Gaul, and this was 
speedily followed by the apparent subjection of the whole 
country. But it had been too sudden a conquest to be 
a real one, and in the following years Caesar had to put 
down two great rebellions, a task almost as difficult as 
the original conquest. At last, after eight years the work 
was done, and Gaul became a Roman land, never again 
to make any serious attempt to recover its independence. 

If the Celtic race forms the leading element in the 
later population of France, it had only the slightest in- the Roman con- 
fluence on the institutional or philological history of the 
nation so far as can now be traced. The language and 
institutions of the Celts disappeared in the mixture of 
the subsequent races as completely as if they had never 
had any existence on the soil. This was due primarily 
to the Roman conquest and to the character of their 
occupation. It may be true, as has often been said, that 
the Romans made no especial attempt to dispossess the 
subject race, or to supplant their civilization with the 
more perfect civilization of their own. But the result 
was the same as if they had. Celtic religion, Celtic dress, 
Celtic arms, names, manners, and laws all went down 
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before the superior advantages of that which the new 
government supplied. Effort was not necessary on the 
part of the Romans. The silent force of the greater 
convenience of the new way was the only force. In a 
century Gaul was as thoroughly Roman as Italy itself ; 
Thorough Jt ^as indeed said that it was more so. At any rate, the 

Romanization. •' ^ ' 

schools of Gaul were famous throughout the empire, and 
boys attended them from the other provinces to learn the 
art of composition and expression, that is, to learn the 
language of the conquerors from the conquered ! History 
has not many cases of this sort to record. 

Until toward the last days of the empire the Roman 
rule was liberal. It interfered but little in local affairs, 
and it made no direct attack upon any features of the 
native civilization except such as seemed to be danger- 
ous to the state or inhuman, like the druidical organiza- 
Miidness of the tion and human sacrifices. From the very becfinnine 

Roman rule. ,-n» -ji it'ti 

the Romans mtroduced peace and order m the place 
of constant civil strife, and a common government in 
the place of dozens of independent tribes. The system 
of Roman roads, which mainly centered in Lyons, made 
intercommunication easy and opened the way for a 
rapidly developing commerce. The more primitive cul- 
tivation of the Gallic tribes gave place to the organized 
Roman agriculture with its great estates and its slave 
labor. Towns took on the form of the Roman munici- 
pal organization. The Roman public school system 
was introduced. Roman law gradually supplanted the 
cruder tribal customs and druidism also disappeared. 
And all this transformation was accomplished not as 
the result of a determined effort on the part of the 
Romans, but because the Gauls found it in every case 
for their own interests to make the change. The 
Romans treated them as allies and friends rather than as 
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subjects. They were employed in the army ; the full 
Roman citizenship was gradually opened to them ; their \ 
nobility was recognized and soon admitted to the ' 
senate, and they speedily began to call themselves 
Romans and to adopt Latin family names and the 



Roman dress and language. In the end Gaul became 
thoroughly Romanized, able to pass on to its later 
conquerors not the primitive Celtic, but the higher 
classic civilization. 

Under the Romans, Christianity was introduced into 
Gaul, possibly as early as the first century. At first its chrisiiai 
progress was very slow, and for a long time it seems to ''"™^'«=' 
have been confined to the cities of the south and east, 
where it suffered severely in the persecution under the 
emperor Marcus Aurelius. Toward the middle of the 
third century missionaries were sent into Gaul from 
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Rome, and as a result of their work Christianity spread 
rapidly over the whole country. In the country districts 
in Gaul, as in all the provinces, paganism lived on for 
many generations, but the cities and the intelligent 
classes became Christian. It was very likely the strength 
of Christianity in Gaul, with which he was well ac- 
quainted, which suggested to Constantine, when he 
began his struggle for supreme power in the empire, at 
the beginning of the fourth century, to declare himself 
the protector of the Christians. ■ With his success came 
the official recognition 
of Christianity, and a 
little later paganism 
was made unlawful. In 

I Gaul, as throughout 
the whole empire, the 
church organized itself 
upon the model of the 
state. Each of the 
cities had its bishop, 
and the capital city of 
each of the provinces 

Religious Music. jnto which the country 

FromH wmdowoftlieClthedralofBourefs. ■• • , . , 

was d 1 V 1 d ed — there 
were seventeen in Gaul — had its archbishop. So firmly 
was the Roman organization fixed in that of the church 
that Paris, which was not an important Roman city, 
had no archbishop until the seventeenth century, and 
the Roman boundary lines were perpetuated in those of 
the ecclesiastical provinces until the Revolution. 

The class distinctions which the Romans established, 
or continued, in Gaul had, also, a profound influence 
upon later times and formed the foundation of social dis- 
tinctions which lasted into modern history. In the free 
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population, there were three well-marked grades. At 
the top were the great landed proprietors, or nobles, 
most of whom were of senatorial rank, that is, recog- 
nized nobles of the empire ; below these were the 
smaller landowners, who, except those who owned the 
very smallest properties, made up the curia! class, or 
the local small nobles ; and, finally, the town population, 
or the mercantile and artisan class. Of the unfree popu- 
lation, there were two distinct classes. Lowest of all 
was the slave, who was absolutely at his master's dis- 
posal ; above the slave was the class called colonic bound One of the 
to the soil and to labor, but like his successor, the serf, evai serfage, 
secured in the possession of a little homestead and not 
subject to the master's arbitrary will. These class dis- 
tinctions the Germans, when they took possession of 
Gaul, found so nearly like their own and so easily under- 
stood that they continued them with but little modifica- 
tion, and they may be said to be characteristic of the 
whole Middle Ages and to have remained, in part at 
least, until swept away by the Revolution. 

To this distinction of persons corresponded also the 
landowning and agricultural arrangements of the prov- agricuSunS 
ince, another source of permanent institutions. The ^^'^^^' 
country was almost covered with the great estates of the 
nobles, each organized and cultivated as a unit — the 
vUla — ^under the control of a steward, and divided into 
cultivated fields, meadows, and woods. The part of the 
estate which the owner kept in his own hand was culti- 
vated by slaves, a part was divided out among the colonic 
each of whom cultivated his own little holding, paying 
the owner from his produce. The small proprietors, 
without the resources of money or slaves which the great 
nobles had, suffered severely from the unfavorable 
economic and political conditions of the last days of the 
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One source of 
the feudal sys- 
t«n. 



The decline of 
Rome. 



Called "the 
Bagaudse." 



empire, and many of them were forced to give up their 
land to some powerful neighbor to secure his protection. 
Their land they received back as tenants of the lord, but 
the tendency was to increase the size of the great estates 
and the power of the nobles. This was not exactly the 
same as the later feudal system, but it was the foundation 
on which it was built. 

Gaul remained under Roman rule for something more 
than four centuries, but they were the centuries of 
Rome's decay. Already, as early as Caesar's conquest, 
the seeds of disease were germinating in the state, but 
the results were not evident for nearly two hundred 
years. The empire was, however, continually growing 
weaker, weaker in men, in resources, and in power to 
keep order. The government passed gradually from 
good to bad ; the burdens of the state grew heavier as 
the power to bear them lessened ; economic measures 
adopted to check the evils of the time proved ineffective 
or positively harmful ; civil wars became frequent, and 
the strength of the state was exhausted in every direc- 
tion, both by positive evils and by efforts at reform. 
Gaul shared to the full in the sufferings of the empire. 
She had, perhaps, more than her share of civil war, 
whether from usurping emperors or from the laboring 
class who, unable to endure their burdens any longer, 
broke out into a great peasant insurrection and defied 
the state. Gaul was not merely too weak to defend her- 
self against a strong attack, but she had no motive for 
doing so. She had no real patriotism, no fear of a 
worse government, and but little left to defend. The 
German had only to cross the Rhine and the country 
was his. 



CHAPTER II. 

THE GERMAN CONQUEST. 

It was on the last day of December, 406, that the 



The first in- 
vasion. 



first fury of the storm broke upon Gaul. A great 
combination of German tribes — ^Vandals, Burgundians, 
Alans, and Suevi — crossed the Rhine on the ice and, 
overcoming the resistance of the Franks, who were 
settled along the river, found no other serious oppo- 
sition. The whole country was open before them. 
The great cities that dared to close their gates were 
stormed and burned. The churches and other sacred 
places afforded no protection. Rome had no army to 
send against them, and they marched through the 
iength of the land as they pleased. At last, the most of 
them passed through the Pyrenees to seek homes in 
Spain, but the Burgundians settled around the head- 
waters of the Rhone, in lands which they afterward a. d. 413. 
enlarged and to which they gave their name, the Duchy 
and the Free County (Franche-Comt6) of Burgundy. 
Not long afterward the emperor recognized the Burgun- 
dian state as a dependent kingdom. 

A little later another great German tribe — the Visi- The Visigoths 
goths — ^who had broken through the Danube frontier iV*"' 
nearly fifty years before and since then had invaded 
Italy and sacked Rome, were allowed to settle in 
southern Gaul as the allies of the empire. 

The permission which Rome granted to these tribes 
was one which she could not withhold, and the king- 
doms which they formed were really independent, though 
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The Germans 
not unwelcome. 



The Franks. 



The attack of 
the Huns, 451. 



The battle of 
Chilons. 



they acknowledged the supremacy of the emperor. As 
a rule, the condition of the Roman provincials was not 
made worse by these conquests, in some respects it 
became better, and Rome's old subjects had no occa- 
sion to regret her rule. Indeed, some of the enlarge- 
ments of the Burgundian territory were made at the 
request of the Roman inhabitants who wished to escape 
their burdens. 

Up to this time, the Franks, the Teutonic race who 
were finally to rule the whole country and give it their 
name, had made no attempt to extend their lands be- 
yond the immediate valley of the Rhine. They had 
appeared on its left bank about the end of the third 
century,, occupying land in its lower course, sometimes 
in conflict with the Romans, sometimes, and apparently 
for longer intervals, in alliance with them or as their 
subjects. In the evil days of the fourth century, the 
Franks were continually enlarging their lands, but al- 
ways in the Rhine Valley. 

It was in the middle of the fifth century that the 
worst danger of these times befell Gaul, in the invasion 
of Attila and the Huns. It was the worst danger 
because if the invasion had been successful the country 
would have been subjected to a far lower and more 
hopeless barbarism than that of the Germans. In the 
great *' battle of the nations '* in which this question 
was settled, Franks, like Goths and Saxons, fought in 
both armies. Those Germans, however, who had set- 
tled within the limits of Roman Gaul came bravely to 
the defense of their new fatherland, and helped to pre- 
serve it to the influences of Rome and of Christianity. 
In the battle of Chalons, in the summer of 451, Attila 
was defeated, and the Huns were never again able to 
invade Gaul. 
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The real conquest of Gaul by the Franks, and with it 
the history of the French nation in the immediate sense, 
begins with the reign of Clovis (Chlodowech) in 481. 
At that date the Franks were divided into two chief 
tribes, the Ripuarian, who occupied the middle Rhine, 
and the Salian, who held the lower Rhine near the sea. 
But each of these tribes instead of being united in a 
single government was parted into a number of sub- 
divisions each under a king of its own. If the Franks 
were to be made into a great nation, rulers of a wide 
territory, like the Visigoths, not merely must the terri- 
tory be conquered but the nation also must be consoli- 
dated under the rule of a single king. This was the 
double labor which Clovis had to undertake in begin- 
ning the history of France as distinguished from that of 
Gaul. 

When he began, he was king of one only of the sub- ciovis's first 
divisions of the Salian Franks, dwelling in the vicinity ^"*^*^^®* 
of Tournay, and he seems to have had in his army only 
a few hundred men. His first step was to attack the 
land held by Syagrius, the son of a Roman officer of 
northern Gaul. This territory stretched from the west- 
ern boundary of the Franks off across the upper waters 
of the Seine toward the Loire, and was apparently a 
little Roman island not yet occupied by the Germans. 
Clovis obtained the help of one of the other Salian sub- 
kings, and in a single battle overthrew Syagrius. A ^, 
few minor combats carried his dominions to the Loire, 
the first noteworthy advance of the Frankish power. 

It was in this campaign that the familiar incident of The vase of 
the vase occurred which illustrates so well the great soissons. 
freedom of the German soldier and the peculiar char- 
acter of the authority of the German king. At the 
division of the booty at Soissons, Clovis requested that 
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a beautiful vase might be given to him, intending to 

restore it to the church from which it had been taken. 

But a common soldier dashed it to pieces with his 

weapon, saying that the king should have only what fell 

to him by lot. Clovis had to let the matter pass, but he 

did not forget, and the next year at a review of the 

troops, pretending that the man's arms were in disorder, 

, he struck him dead before the line, reminding him of 

the vase at Soissons. 

Arian and In the interval between this and the next important 

tianity!*^ "*" conqucst, occurred an event of great influence upon the 

future. The Burgundians and the Visigoths, who occu- 
pied so much of Gaul, were Christians, but they were 
Arians, a Unitarian sect, called heretics by the Catho- 
lics, and in their turn not recognizing the authority of 
the pope. The wide extent of territory which these 
Arians held — the Visigoths now ruled Spain, and the 
Ostrogoths, under their great king, Theodoric, were 
just taking possession of Italy — threatened the unity of 
the western church with a most serious danger, and bade 
fair to cut off one of the most direct of the channels 
through which the ancient civilization could affect the 
new German states. One branch, however, of the Bur- 
gundian royal family was Catholic, though it had been 
driven out of power and its leading members killed by 
Clovis marries a the Arian branch. A marriage was now arranged, per- 
ns lan wi e. j^^^^ ^^ some of the Catholic bishops of his kingdom, 

between Clovis and Clotilda, a princess of the Catholic 
branch. Her efforts to convert Clovis and the Franks, 
who were still pagans, were for a time unsuccessful. 
Their first son, whom Clovis had allowed her to baptize, 
died within a week, and the king was convinced that the 
pagan gods were the stronger. 

It was in battle, characteristically enough, that he 
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decided to become a Christian. This was in a war with 
the German Alemanni, who had taken possession of a rj2h**r*c?'* 
large territory on both sides of the Rhine in its upper t»a«>ity. 
course. Clovis subdued them in a single battle, but it 
was a desperate one. In the midst of it Clovis, in 
despair of help from his own gods, cried out that if 
Christ would help him he would become a Christian. 
The victory was followed by his baptism and the grad- 
ual conversion of the nation to the Catholic faith. It 
Was followed also by a large increase of Clovis* s king- 
dom and of his power. 

Clovis had now multiplied many times the size of his 
original kingdom, but his largest conquests were still to conauer au* 
come. He next attacked the Burgundians, taking ad- *" * 
vantage of the two parties in the state, and reduced 
them tp the position of a tributary kingdom. Then he 
turned against the great Visigothic state which stretched 
from the Loire to Gibraltar, and seemed more than a 
match for the Franks. But the power of the Visigoths 
had dieclined since their settlement, and they were still 
further weakenied by internal dissensions. The Prank- 
ish accounts, written a littie later, represent the war as a 
kind of religious crusade on the part of Clovis against 
the wicked Arians, and possibly the Catholic subjects of 
the Visigoths prayed for his success. In the decisive 
battle of Vouill6, the Visigothic king was killed and 507. 
their army completely defeated. Some fragments of 
their territory on the Mediterranean coast were saved 
from the Franks by the intervention of the Ostrogoths 
of Italy, but all the rest down to the Pyrenees was added 
to the kingdom of Clovis. 

We are told that the last part of the life of Clovis was y^^^^ ^f ^i,e 
occupied in consolidating the Franks themselves into Jifg ^ing °***'^ 
a single kingdom. Their little states were brought to- 
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gether, and their petty kings were set aside by a method 
which was thoroughly in accord with the character of 
Clovis, a barbarian and a conqueror without a con- 
science. By a series of treacherous intrigues, assassi- 
nations, and even murders with his own hand, the other 
kings, and his own relatives in some cases, were got out 
of the way, and the Franks accepted him as their sole 
king. 
The beginning In this way, Clovis had done the work of his life and 
o rancc. begun the history of France. It was the beginning of the 

history of France geographically, because he had united 
once more under a single rule, never again to be so com- 
pletely separated, the land of France, which the various 
German tribes had seemed about to divide into independ- 
ent states. It was the beginning of the history of the 
French nation also, because the population of the land 
was not now Celtic, or Roman and Celtic alone, but 
the other great element of the future had been added 
to it — the Teutonic or Frankish. 

The Prankish Two things should be especially noticed in this Frank- 
eniigratfon?^ *° ^sh conquest bccause they were of decisive influence on 

the future of France. One of these is the fact that the 
Franks, unlike the other German tribes, did not abandon 
their original home. They did not cut themselves off 
from the old German land and emigrate to a distance 
where they were entirely surrounded by the more numer- 
ous and more highly civilized Romans. Their old 
homes in the Rhine Valley, which were now pure Ger- 
man lands, they still held and simply spread out over 
other territory as they conquered it. This kept open 
the sources of a constant reenforcement to the German 
elements in the new community, and was a great pro- 
tection against the danger which threatened the still 
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unformed and plastic institutions of the Franks, of 
entirely disappearing before the more highly developed 
institutions of the Romans. It was partly this which 
made it certain that one great source of the strength of 
the new state was to be in the Teutonic forces at work ^. 

Thenewcivil- 

in its public life. The solid framework of its government bSh*Ro!m*n°*** 
was and remained Teutonic, but Teutonic everywhere and German, 
modified, and sometimes profoundly modified, but not 
destroyed, by Roman institutions. 

The other point to be especially noticed here, is the fact 
that the Franks were converted to the Catholic and not to Catholic chns- 

« . ... tianity. 

the Arian form of Christianity. They were thus brought, 
at the beginning of their history, into alliance with the 
church which was to be, besides themselves, the other 
great force of the future. Indeed, this conversion of 
the Franks largely determined the future of the church 
and kept in power the strongest influence which 
was at work for European unity and for a higher 
civilization. 

In the public life of the Franks, four facts are of German insti- 
especial moment for the future. utions. 

First, the kingship. The primitive German king ob- The kingship, 
tained his office from the people by election. In times 
of peace his power was very limited ; only in war did he 
exercise great authority. But after the conquest this 
office underwent great change. Partly, perhaps, as a 
result of the new conditions in which the nation found 
itself in making and holding a great conquest, and 
partly under the influence of the absolute monarchy 
which they found established in Gaul by the Romans, 
the king grew much more powerful, the popular control 
over him was lost, and he became almost or quite 
absolute. 

A second is the institution called by the Romans the 
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i\i^c<mitatus, cotnitatus. This was a band of warriors attached to the 

king, or to the chief of the tribe, supported and armed 
by him, and bound to him by a peculiar and especially 
strong bond of fidelity and devotion. It was a kind of 
king's guard, and, like the **old guard** of Napoleon, 
was a main reliance of the tribe for desperate fighting 
and leadership in battle. It was an especially honorable 
service, and place in the king's comitatus was sought for 
by youths even of noble birth. This institution did not 
last long in the new circumstances created by the con- 
quest of a great kingdom, but the spirit of fidelity, of 
intense loyalty to the lord, which was characteristic of 
it, passed over into the institution which took its place, 
and became, from this source, one of the features of the 
later feudal system. 

The third is the legislative and judicial organization 
of the primitive Prankish state. This was simple and 
democratic, consisting of a series of public assemblies in 
which each of the free citizens, able to bear arms, had 
an equal voice. The number of these assemblies in the 
Prankish state is a matter of some dispute, but two cer- 
tainly existed, a tribal, or national, and a local. These 
did not differ from one another in the manner of pro- 
cedure but in the importance of the cases. Legislative 
and judicial acts were hardly distinguished in their 
nature, but the judicial process was somewhat more 
complicated. In both cases the decision reached was 
that of the assembly, or, we may say, was the verdict of 
public opinion. The local assembly among the Pranks, 
whose existence is not disputed, was that of the hun- 
dred, or subdivision of the county — perhaps the territory 
originally occupied by a hundred warriors and their fam- 
ilies. It was a local self-governing unit under the tribe 
— ^like the New England township under the state, 
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though with larger powers, since the hundred meeting, 
or mallus, was a local law court as well as legislature. 
As the king became more powerful in the new Prankish 
kingdom of all Gaul, the national assembly lost its influ- 
ence ?ind became merely formal or ceased altogether. 
The local assemblies, however, continued to act for all 
ordinary litigation, and formed the foundation of the 
French judicial system to the end of the feudal period. 

Finally, the division of the population into classes in -phe classes of 
the Frankish state approached very closely to the Roman ^^^ population, 
arrangements. Nobles, freemen, and slaves were prac- 
tically the same in the two societies, and if the Franks 
had no class exactly like the Roman colonic their condi- 
tion was more or less closely approached by the freed- 
man or by the slave who had been granted special 
privileges by his master or by the freeman who had 
been obliged for any reason to become a dependent 
upon another, perhaps for land to cultivate. The 
gradations were so nearly alike that we find the Franks 
making no change in the classification which they found 
existing when they entered into possession of the Roman 
province. 



CHAPTER IIL 



THE DYNASTY OF THE MEROVINGIANS. 



The kings of 
" the first iam- 
ily." 



Partitions of 
the Prankish 
territories. 



Conc^uests after 
Clovis. 



The descendants of Clovis form a dynasty which 
French historians have agreed to number first in their 
national history. The details of this age have little sig- 
nificance for the future, but certain general features must 
be regarded. The period, which extends to 751, falls 
into two divisions ; the first going to 638 is the age of 
Merovingian strength, the later is the age of decline and 
fall. 

Clovis, following a primitive German custom, parted 
his kingdom among his four sons — an example which 
was followed through all the history which may be called 
distinctively Prankish down to the tenth century. But 
there were throughout frequent periods of union under 
a single ruler, the various partitions differed somewhat 
from one another geographically, so that no permanent 
interior boundary lines were established, and national 
unity of a certain sort was always recognized, though 
the Franks did not yet have the modem feeling of 
nationality which is so strong with us ; that was of later 
growth. 

The immediate successors of Clovis continued to en- 
large by conquest the territory of the Franks. Central 
Germany, east and southeast of the Frankish land 
proper, which was later called Franconia, was annexed ; 
Burgundy was reduced from a vassal to a subject state 
and received a Frankish king ; Septimania and parts of 
Provence were taken from the Goths ; and Italy and 
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Spain were several times invaded though without per- 
manent occupation. The rule of the Franks was 
steadily spreading over the West. Their kings boasted 
of their alliance with the great imperial church, and cor- 
responded on equal terms with the emperors of Rome 
who Still ruled at Constantinople. Dagobert, the last of Dtgobert, 
the strong Merovingian kings, held in appearance an ***38. 



almost imperial position ; ruler of all Gaul and oJ the 
greater part of Germany, very influential in the affairs 
of Spain, victorious over Slavs and Bulgarians, and at 
home a great king, encouraging commerce and putting 
into better shape the law codes of his subjects. 

But the causes of rapid decay were already at work in , 
the Prankish state. The Franks were passionate and ' 
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violent by nature, among the most brutal of the con- 
querors of Rome, falling easily into physical crimes of 
all sorts, and hardly kept even in a rude and savage 
order by their government. The violent passions of the 
race were fully reflected in its royal family. The familiar 
story of the long civil war between the two rival queens, 
Fredegonda of Neustria and Brunhilda of Austrasia, full 
of secret and public treasons and murders, in which at 
last Fredegonda assassinates her own husband, and 
Brunhilda, after deliberately ruining the character of her 
grandchildren in order to be able to keep the power in 
her own hands, is tied to the heels of a wild horse and 
torn to pieces — ^this history is typical of the character of 
the Merovingian race. Their strength, mental and 
physical, was rapidly exhausted by their excesses, and 
their power fell by degrees into other hands. After 
Dagobert we enter upon the times of the rots faineants ^ 
or ** do-nothing'* kings, and of the great ** mayors of 
the palace." 

The power which fell from the hands of the kings 
found other hands ready to receive it. If the conquest 
had increased greatly the power of the kings, it had also 
developed in equal proportion the strength and ambition 
of the nobles. The estates which fell into their hands 
after the conquest were rapidly enlarged by the gifts of 
the kings to reward and secure their services, and by 
the attachment to them in dependent relations of the 
smaller landholders who needed some powerful protector 
near at hand in such turbulent times. The administra- 
tive system of the Frankish state tended also to increase 
the power of the aristocracy. The chief officer of the 
government was the count, a kind of governor over the 
counties into which the country was divided. He was 
the head of the county's military levy, presided over its 
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local assemblies, looked after the revenues due the state, 
and represented the central government in that locality 
in all its departments. It is easy to see that if one of 
the greater magnates of the county obtained the office 
he could use it with great advantage to increase his own 
power. 

In these various ways a powerful aristocracy grew up 
which began to resent the king*s absolute control and to 
strive for greater independence even under the strong 
Merovingian sovereigns. In 614 it forced from Lothaire 
II. , at the time sole king of the Franks, an edict which The Prankish 
is called the * * perpetual constitution ' ' and which has charS!" 
sometimes been compared to the Magna Charta, though, 
naturally from the earlier date, it is far inferior to the 
English document in the elements of public liberty which 
it secures. It provides, indeed, against the arbitrary 
action of the king : condemnations without trial ; edicts 
contrary to the law ; and the seizing of the goods of 
those who die intestate or the compulsory marriage of 
their children or widows. But these provisions were 
intended in the main for the protection of the nobles, 
and still more so the clause which provides that the 
count must be chosen by the king from the county which 
he is to govern. This clause was of vital importance to 
the aristocracy, and it deprived the king of one of his 
most important resources against them, the ability to 
select as his representative a man thoroughly devoted to 
himself, not affected by the interests and temptations the^n^ufty^^ 
which would influence a proprietor belonging to the 
locality. The aristocracy which could come so near a 
triumph over the stronger Merovingian sovereigns was 
not likely to leave them more than a shadow of power 
when their strength had departed. 

But the triumph of this aristocracy carried with it 
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a great danger for the future of the Merovingian state 
and for the future of France as well. The ruin of the 
king and the victory of the nobles would mean the 
breaking up of the great conquest of Clovis into smaller 
and more helpless fragments than those from which he 
had at first constructed it. If the victory of the nobles 
was to be, at this time, a permanent victory, the history 
of the Franks as a nation would be at an end. The 
state was saved from this danger by the rise of a single 
family of nobles into a position of overwhelming strength. 
It was rather the union into a single family of two of the 
greatest families of the Rhine Valley, the families of 
Pippin the Elder, of Landen, and of Arnulf, bishop of 
Metz. With their grandson, Pippin the Younger, of 
Heristal, this great family, called later the Carolingian, 
began its permanent control of the Frankish govern- 
ment, which was finally to become so complete that they 
could depose the Merovingian family and assume the 
crown themselves. The failure of the Merovingians 
and the near danger of the entire dissolution of the state 
made way for the great centralizing power of the future, 
for all Europe indeed, as well as — for France — the Caro- 
lingians and Charlemagne. 

In the mean time the Frankish people had begun to 
separate into two slightly varying halves, the East 
Franks and the West Franks — the beginning of a dif- 
ference which was to form in the end a permanent 
national separation; The valley of the Rhine was a pure 
German land. For some reason the Roman inhabitants 
had disappeared from it, leaving the way clear for the 
Franks, or the small Roman remainder left behind had 
been wholly absorbed. Farther west the Franks settled 
in the midst of a more numerous Roman population and 
underwent there the common fate of the German settlers 
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in Roman lands : they became slowly Romanized arid The west 

, . . '' Romanized. 

lost their German traits, language, and even to some 
extent their political habits, for in the western kingdom 
the kings were stronger and the nobles less influential 
than in the eastern kingdom. In the frequent divisions 
of the Prankish Kingdom, these two lands were apt to 
have each its own king, and they become known by 
separate names : the eastern, Austrasia ; and the west- 
em, Neustria. 

As the authority of the Merovingians declined, these 
two kingdoms, one the Rhine Valley, the other north 
central France, together with Burgundy, were about 
all that remained of the great dominion of the immediate 
successors of Clovis. The outlying lands, only slightly 
occupied with Prankish settlers, took advantage of the 
growing weakness of their rulers to try to recover their 
independence. Brittany, Aquitaine, and Bavaria re- 
stored their native dynasties and threw off their de- 
pendence upon the Pranks. Here was another task for 
the new family. The double mission of the first three 
great princes which it produced was to restore the • 
strength of the central government and to recover the 
conquests which had been almost lost. 

The new family obtained its strong hold upon the state The mission of 
not merely by means of its vast private resources, but g^L^f ^****'*' 
also by getting exclusive possession of the most important 
public office of the kingdom ; they became hereditary 
mayors of the palace. Under the absolute Merovingian 
kings the government of the kingdom centered in the 
king's court or ** palace.*' The mayor of the palace, The mayors of 
originally steward of the king's household, gradually ^*>«P*^ace. 
became the controlling officer of the court, and as the 
kings became mere shadows of kings they easily and 
naturally took into their hands the powers which the 
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kings no longer exercised. The Carolingians did not 
obtain permanent possession of this office without 
desperate struggles with rivals, but finally Pippin the 
Younger acquired a firm hold of power, in Austrasia 
first, which he ruled as duke, and then, after the battle 
Testr*v in 68^ of Testry, in the other two kingdoms. His successors, 
defeated"^'"*"* though they retained the office of mayor of the palace, 

marked their assumption of a position which was more 
than a mere office by the use of the title Duke of the 
Franks, and they were sometimes even addressed by the 
title of sub-king. 

This unity of all the Prankish kingdoms under the 
R«s"^*sof ^e single government of the Carolingian dukes was more 
oiingians. than a reunion of the Prankish nation. It was a reunion 

complete enough to prevent the growing difference be- 
tween the eastern and western Franks from separating 
them permanently into two nations for two hundred 
years. But at the same time it was a strong reenforce- 
ment of the pure German influences in the state. These 
now recovered a control of the whole nation which they 
• were long to retain. Indeed, the rise of the Carolingians 
marks the beginning of a new era of German conquest, 
the founding of a great empire which was to rival that of 
Rome, and finally to bear its name, but really a German 
empire, so strongly organized according to German 
methods of organization that it gave to the law and 
institutions of the Franks a permanent influence far 
beyond the bounds of the state to which their name was 
finally to be restricted. 



CHAPTER IV. 

THE CAROLINGIANS AND CHARLEMAGNE. 

Pippin of Heristal, after his triumph at Testry, 
which gave him control of all the Franks, was hardly 
able to do more than to begin the work of reconstruction, 
and he left that task still uncompleted to his son and 
successor, Charles Martel. On the death of Pippin, the y^^^l^ ^**^**' 
union which he had established threatened to fall to 
pieces, and the first three or four years of the rule of 
Charles were occupied with a struggle for the possession 
of power like that of his father before Testry. He then 
took up with immense vigor the business of his life. He 
crushed the nobles who were splitting the country up 
into local principalities for themselves ; Alemanni, 
Bavarians, and Aquitanians were taught that the Franks 
had not forgotten their claims to sovereignty ; and the Jf®the*p™nk1?h 
Frisians and Saxons of the North, who were now state, 
beginning to be restless with the old German desire to 
invade the South, were beaten off. It was a life of 
ceaseless marching and fighting, but it was successful. 
The Frankish dominion of the best Merovingian days 
was almost recovered. 

These were services to the future great enough to en- 
title him to a sure place in the world' s history, but a single 
victory which he had the skill to win seemed to after 
times to outweigh all his other work and gave him his 
peculiar name and glory. The Arabs, under the first 
influence of the enthusiasm which Mohammed had 
kindled in their wild tribes, had spread their empire to 
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the Adantic, had conquered Spain, and in the years im- 
mediately following the accession of Charles Martel were 
occupying southern France. Finally they gathered a 
great army and advanced almost to the Loire on a 
great plundering raid if not for the conquest of the 
whole land. There it was, in the great battle which 
English writers call the battle of Tours and the French 
that of Poitiers, that Charles inflicted so severe a defeat 
upon them that they never renewed the attempt. It 
was not without reason that this exploit eclipsed in 
the popular remembrance all his other services, for 
had not Charles blocked the w^y all Europe would 
apparently have been open to the Arabs if they had 
attempted its conquest. 

Charles's son and successor, Pippin the Short, con- 
tinued and completed the work of restoring the old 
Frankish dominion, but two series of events during his 
time show clearly how far the process of making some- 
thing more than a nation, of making a great Frankish 
empire, had already gone. 

One of these is the reform and reorganization of the 
Frankish Church. The Franks had been converted 
under Clovis, and in many ways it was a real conversion, 
though it was a very summary one. But it was not 
complete enough — one can understand that without 
difficulty — to prevent the carrying of a great deal of 
Teutonic barbarism over into the church. The bishop 
became a noble. In the conflict between the aristocracy 
and the kings, the bishops took part with their class, 
and what the noble was trying to do in establishing the 
independence of his country, the bishop strove to do 
with his city and bishopric. The character of the 
bishops, nobles more than priests, soldiers and hunters 
rather than scholars, was not improved by the first 
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CaroHngians. They needed to use the lands of the 
church for public purposes, and they sometimes took 
possession of them by installing in the bishopric a 
warrior who had never been a priest. But other influences 
were at work. The Saxons of England were deeply 
interested in converting their relatives in north Germany. Anglo-Saxon 
The Carolingians encouraged and protected these mis- 
sionaries as a means of subduing the fierce Saxons. 
But the influence of the truer Christianity which the 
missionaries represented reacted upon the Prankish 
Church. Especially strong was the influence of St. 
Boniface, the ablest of their number. And also as the 
growth of this empire of the Carolingians brought them The influence of 
more and more into contact with the great papal church, churcS!* 
they seem to have realized that they had more to gain 
from their national church as a handmaid of the govern- 
ment, working for order and a better public organization, 
than could be had from the mere use of its endowments. 
And so the Prankish Church was reformed and more 
closely organized under the direction of Boniface, and a 
similar organization, all centering in the pope as its 
rightful head, was given to the German conquests which 
the Pranks had made. The church of the growing em- 
pire which the Pranks were creating was given its place 
in the Catholic organization which was already imperial. 
The other significant series of events was that by which 
the Carolingians were brought into Italy and Rome. Jje^i^SSJdl? 
The Lombards had set up a German kingdom in Italy, 
in the last part of the sixth century, but had not been 
able to occupy the whole land, and Rome was one of the 
places which had escaped them. It was cut off, however, 
by Lombard land from the other bits of Italy which the 
Greek Empire retained, and its government, in the 
absence of any political officer of rank, fell more and 
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more into the hands of the pope. But ambitious Lom- 
bard kings were continually pressing forward to complete 
their possession of Italy, and in the time of Charles 
Martel the danger that they would capture Rome and 
destroy the incipient papal state became extreme. The 
The popes ask P^pes could get no help from their legal sovereigns, the 
Franks *** Roman emperors at Constantinople, and they turned 

finally to the Franks as the leading nation of the West. 
Charles Martel was still too deeply occupied with the 
difficulties which pressed upon him at home to respond 
to the pope's tippeal, but Pippin's hands were free 
because of the work which his father had done, and he 
was ready to accept the tempting invitation. 
Pippin becomes Before he actually invaded Italy, he took a step which 
Fnmks,^75i. g^^^c the Sanction of law and form to the change of 
government which had long before taken place. With 
the express approval of the pope, whose religious 
influence seems to have been thought great enough, even 
then, at least to sanction the transfer from one family to 
another of the divinity that hedges kings, the last 
Merovingian king was deposed, shorn of his long hair, 
the mark of royal right among the early Franks, and 
sent into a cloister. Pippin was made king both with 
German and with Christian rites, raised on the shield of 
the warriors after the old fashion, and consecrated with 
holy oil as no Frankish king had been before him. 
Afterward Pippin twice invaded Italy to protect the 
Pippin in itoly. pope from the Lombards, and finally he made the pope 
a gift of a considerable territory along the east coast of 
Italy in the neighborhood of Ravenna, which the Lom- 
bards had lately conquered from the Greek Empire. 
This gift, which is called '*the donation of Pippin," is 
commonly taken as the starting point of the papal terri- 
torial dominion. 
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As an incident in the history of the Franks, this Results for the 
beginning of connection with Italy is of great impor- 
tance, first because it drew closer the bond between them 
and the papacy, and secondly because it brought them 
into direct contact with Rome, into virtual occupation 
of it indeed, and so made it easier for them to believe 
that the empire which they had made was the real suc- 
cessor, was a continuation of the old Roman Empire. 

Pippin died in 768 and left his kingdom to his two 
sons. The death of Carloman in 771 gave to Charle- 
magne the undivided sovereignty. 

The reign of Charlemagne belongs rather to the 
history of the world than to that of France. He was 768^14"**^** 
not a French king ; he did not belong even to that por- 
tion of the Frankish race from which the future French 
were formed. He was always a thorough German, and 
as Germany was as much a part of his realm as France, 
if he is to be assigned to either" nationality it must be to ••chariSthe * 
the German. But in truth he belongs to neither; Efnhard^"coii- 
neither nation in the modern sense had at that time any "TS? "^^trans- 
existence ; and yet under both as a foundation lie the ^^ ^ ""**'^' 
results of Charlemagne's activity. It is from this point 
of view that we shall consider his connection with 
French history. 

The conquests which rounded out his empire all lie 
outside the later France. The life-long and most ob- *^ conques 
stinate struggle to subdue the Saxons, the invasion of 
Spain, famous in the epic poetry of the later Middle 
Ages for the death of Roland, the conquest of the Avars 
and the lands between the Danube and the Adriatic, the 
overthrow of the Lombards and the assumption of their 
iron crown, all have their interest elsewhere. On 
Christmas Day of the year 800, in the Church of St. 
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Peter's, the pope crowned Charlemagne emperor of 
Rome with the applause ol all the people. The act was 
certainly a right one, for in breadth of territory, in 
subility and security, in all the elements of stroi^ and 
good government, the 
empire of Charlemagne 
r«5)resented in that time 
all that Rome had rep- 
I resented to the earlier 

centuries and all that it 
stood for in the mem- 
ories of men. The tide 
may have added nothing 
to his power, but it un- 
doubtedly gave it a 
further security, created 
a strong bond of unity 
between the diverse 
peoples whom he had 
brought together by his 
conquests, a sense of 
Mosaic in the lateram, romh. unity, of belonging in a 

Si. Peter is sealed on the Ihtone, on hta left -^ ' ° ^ 

is Charlemagne with Ihe banner of Ihe common political SVS- 
Holy See, onTiis righi Pope Leo 111. ,-, , , 

tem, which very slowly 
disappeared, and it gave, very possibly, a pemianence 
to his institutional work which it might not otherwise 
have had. 

It is not from his conquests or his imperial position 
alone that Charlemagne's right to the title of "Great" 
is derived. He still more justly deserves it by his efforts 
to secure the good order and prosperity of his dominions 
and to restore learning and civilization. It is in these 
directions also that his reign most concerns the history 
of France. 
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For schools Charlemagne could not do very much be- 
cause there was no source from which teachers and 
knowledge could be drawn much better than his own 
empire. He used, however, with great organizing skill 
the best that he had. Alcuin, the most learned man of 
his time, was called from England to preside over the 
* * palace school * * and to act as a minister of education, 
and Italy was drawn upon for other teachers. Cathe- 
drals and monasteries were directed to keep up schools 
for the better education of priests, and there is some 
evidence that these priests were expected to open 
public schools in their parishes. Small as the work was 
which was possible to the time, we can still trace the 
effect of it in the better quality of the Latin which was 
written from this date. 

In general, the institutional system of Charlemagne's political insti- 
empire was that of the Franks which has been described, *"^*°°*- 
the system of local judicial and legislative assemblies, and 
of counts representing the government. The tendency 
of the Carolingian reconstruction of the state had been to 
give new life to these institutions and to force the counts 
to recognize their responsibility to the central govern- 
ment. Charlemagne* s most important innovation is, 
however, a sign that this tendency had not gone far 
enough to satisfy his desire for centralization. In order 
to bring every part of his empire directly under his eye, 
as it were, to inform himself of its needs, and to be sure 
that his laws were enforced and every tendency to local 
independence checked, he divided all the lands that 
were subject to him into large circuits, each comprising 
a number of counties. To each of these circuits he sent ^j^^ . ^ 
every year two public officers, usually an ecclesiastical domudcu 
and a secular officer together, who went about from 
county to county and heard appeals and complaints, saw 
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to it that the laws were enforced, and that the counts and 
bishops did their duty, and informed Charlemagne of 
everything that called for the attention of the general 
government. This was a most effective method of cen- 
tralization and of holding together such a wide empire, 
and it did not fall into forgetfulness when that empire 
went to pieces. We shall see the French kings making 
use of a very similar insti- 
tution when they begin to ■ 
form the modem king- 
dom of France as the 
feudal system is declining, 
and some scholars affirm 
with much probability 
__ that our own circuit 

judges are directly de- 
scended from these missi 
dominici of Charlemagne. 
In one other direction, 
institutional changes were 
taking place during Char- 
'^Mt^lTKlr^u^t^llf-^^^^t''^ lemagne's reign which 
"''^"^* had a profound influence 

upon the future. The feudal system, which was to be 
very soon the great foe of every king's authority, was 
rapidly taking shape, and that, too, with the direct 
encouragement of Charlemagne, who could hardly be 
expected to foresee the future in this respect. The 
history of the growth of these institutions, however, 
beloi^ naturally in the next chapttf. 




CHAPTER V. 

THE BREAKING UP OF CHARLEMAGNE'S EMPIRE AND 
THE RISE OF THE FEUDAL SYSTEM. 

It was in the breaking up of Charlemagne's empire on ^y^^'^^ j • 
his death that France, using the term of the state and Jh J^wieni" 
nation to which it has been applied in modern times, s^"^®- 
first came into existence. His son, Louis the Pious, held 
the empire together for a short time, but he was too 
weak a man to be able to control even his own sons, and 
on his death, in 840, they broke into open civil war over " 
the inheritance. Finally, they agreed to a division 
among themselves, in the treaty of Verdun in 843 — a 
treaty which has had more to do with shaping the 
political geography of western Europe than any other 
ever made. On the west France was set off as a 
separate kingdom under Charles the Bald, and on the 
east Germany under Louis the German. Lothaire, the 
eldest brother, with the title of emperor and a nominal 
supremacy over his brothers, received Italy and a narrow 
strip from Italy to the North Sea in the valleys of the 
Rhone and the Rhine, thus separating France and 
Germany by a barrier of debatable ground which each 
has been striving to secure for itself down to the present 
time. 

This kingdom of Charles the Bald, formed in 843, is The boundaries 
the first in history to which the name France, in the France, 
modem sense, can be rightly applied, and very soon, at 
least, it began to call itself Francia. Its eastern 
boundary line ran far inside the present boundaries of 
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Lorraine. 



Decline of the 

Carolingian 

power. 



The Northmen. 



France, both in the valley of the Rhine and in that of 
the Rhone. The natural boundaries of which the 
French have had so much to say in recent times, France 
never possessed, and the annexations which she has 
made at various dates in the territory which was assigned 
to Lothaire have been as truly foreign conquests as 
those which Napoleon made to the east of the Rhine, 
for the eastern boundary, which was given to the 
kingdom of Charles by the treaty of Verdun, cor- 
responded fairly well with the boundary line between 
the two languages.* The land of Lothaire — Lotha- 
ringia, Lorraine part of it came to be called — ^was in the 
main a German land, and when the reason for its 
separate existence had ceased, as it did very soon, it 
gravitated naturally to the German Kingdom, where it 
remained without dispute for several centuries. 

The Carolingian kings of France, from Charles the 
Bald to the end of the dynasty, in 987, almost repeated 
the history of the Merovingian kings after Dagobert, 
although personally they were not faintant kings. The 
unusual abilities of the first princes of the house did not 
pass on to their descendants, however, and they were 
without resources of men or money which they could 
control to enable them to overcome the difficulties of 
their situation. France was exposed during this whole 
period, upon all her coasts and in the interior along the 



* The so-called "oath of Strasburg," taken by the two brothers, Charles 
and Louis, to cement their alliance against Lothaire, shows the separation 
which had already taken place between the two languages, and is the earliest 
dated specimen which we have of the modern French or German. It begins: 

French: "Pro Deo amur et pro Christian poblo et nostro comun 
German: "In Codes minna ind in thes Christianes folches ind unser bedhero 

salvament dist di in avant in quant Deus savir 
gehaltnissi fon thesemo dage framordes so fram so mir God gewiozi 

et podir me dunat," etc. 
ind mahd furgibit," etc. 

Charles swore in German and Louis in French, that each army might be sure 
that the proper oath had been taken. 
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rivers, to the attacks of the Northmen, who had begun 
their raids whiie Charlemagne was still alive. They came S^i[fi^7'? 
in ever-increasing numbers and the kings could not beat 
them oS, Finally, in 911, King Charles the Simple al- 
lowed some of them under their Duke Rollo to settle 
permanently in northern France on both sides of the 
lower Seine, on condition that they should become 
Christians and recognize the supremacy of the king of 
France. This supremacy could be only nominal, how- Tbev occupy 
ever, and they formed really a little independent state. 



Ships of thh Nokthmen. From Ihe Bayeux tapestry. 

which was called Normandy from them. Other little 
states, equally independent, were forming themselves at 
the same time in France. One of the most important 
of these had Paris for its capital, where the descendants 
of Robert the Strong, who had gained the titles Count of 
Paris and Duke of France, had distinguished themselves 
by the vigor and success of their resistance to the Nor- - 
man invaders, and were therefore constantly increasing ' 
their power because a brave defender was so greatly 
needed. But besides these two, nearly all the feudal 
states of France which became famous in later times had 
already taken shape before the end of the Carolingian 
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dynasty. Aquitaine, Toulouse, Brittany, Flanders, 
Burgundy^ Anjou, Auvergne, and many smaller ones 
had practically escaped from the king's control. 



Oriein of the 



fe 



riein 
udal 



system. 



It i^rew up as a 
private ar- 
rangement for 
securing pro- 
tection. 



It was in truth the growth of the feudal system, of 
which these were the extreme results, which deprived 
the Carolingian kings of France of the last vestiges of 
their authority and finally seated a new dynasty in their 
place. Into the history of the formation of the feudal 
system upon its institutional side it is not necessary for 
us to go, though it would be possible to trace the feudal 
institutions back through all the Frankish days to their 
faint beginnings in the later Roman Empire, and to 
primitive German practices and ideas which were easily 
allied with the Roman. It is enough for our present 
purpose to gain a clear conception of the great prevail- 
ing social cause which made these institutions necessary 
and secured their final triumph everywhere It was a 
social condition which would produce a similar result in 
any stage of history and has done so in many different 
ages and among many different peoples. Stated in its 
most general terms, this was the inability of the govern- 
ment to afford protection to its subjects. Life and 
property make a most strong demand for protection, 
and if they cannot secure it from one source they will 
turn to another.* The man of courage and of resources 
in each neighborhood, who could fortify his house and 
get together an armed force from his dependents strong 
enough to defend it, would naturally be resorted to for 
protection by everybody in his vicinity who was not 
strong enough to protect himself. He would be able 
to make practically his own terms. The number of his 



* A graphic account of the social and political conditions which made the 
feudal system a temporary necessity wiU be fouqd in Twine's "Ancient 
R^jgime," pages 5-7, 
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dependents would be constantly increasing as the 
unprotected sought shelter with him. The land which 
belonged to him would be constandy enlarging because 
his poorer neighbors were willing to give up their farms 
to him and become his tenants in order to gain the right 
to call upon him to defend them. The more he had the 
more he would gain, until his territory became really a 
little state. 

It became so too in more than a military sense. The Local Kovem- 
weakness of the government was felt in every direction, ^i'/^""" 
It was a general break- 
down of the state 
machinery, and the head 
of the little private state 
which was forming as- 
sumed, almost of neces- 
sity, first one function of 
the general government 
and then another. He 
kept the local courts go- 
ing as his own courts, 
and oi^anized a kind of 
supreme court on their 
model for his whole ter- 
ritory. He began to 
coin money for the use 

of his subjects, and to 

' , , A Feudal Castle. 

assume the nght to 

make wars and treaties of his own. He could not have 
done these things if there had been a strong central 
government to do them. It was of great benefit to his 
subjects that he should do them if the state did not. 

Two other things must be noticed for a full under- Aided by 
standing of this process. One is that some of the public luiions. 
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institutions of the Franks aided the growth of these 
little local states. The office of count, which has been 
described, was perhaps the most important of these. 
The functions of government which the king put into 
the count's hands, as representing the central govern- 
ment in the county, it was very easy for the count to 
continue to exercise as his own when the king was no 
longer able to control him. The other fact is that this 
A slow procesi. wa$ a long and slow growth, reaching through five 

hundred years. The general conditions which favored 
it made their first appearance in the last days of the 
Roman Empire. They reappeared under the ** do- 
nothing" kings of the Merovingian dynasty, and again 
under the later Carolingians. In all these periods, the 
small private states are to be found, with constantly 
increasing power and independence. Strong sovereigns, 
like the great Carolingians, were able to hold them down 
for the time being and to compel their obedience, but 
not to destroy the tendency to form them. Indeed, they 
were obliged to recognize some features of this growing 
feudal system because they found it practically impos- 
sible to get together such an army as they must have in 
any other way. 
Effect upon the And SO, by slow degrees, the whole kingdom divided 
d^ast5f *" itself into larger or smaller feudal states. It did so 

because protection and security could be got in no other 
way, but the result was fatal to the Carolingian dynasty. 
They were trying to carry on the government upon the 
old German, not upon the new feudal, principles, and 
they had no resources of their own with which they 
could meet and hope to overcome the powerful dukes 
and counts whom they had themselves created. First, 
almost the whole south of France, below the Loire, 
began to pay no attention whatever to the king of 
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France, though they still called him their sovereign. 

And then, thq last two or three Carolingians fell almost 

as completely under the control of the dukes of France 

as the shadow Merovingian kings had been under the 

control of their own ancestors. This was the rise of a A new dynasty. 

new dynasty — the dynasty which still lives and claims 

the right to rule in France, the House of Capet 



CHAPTER VI. 

THE FIRST CAPETIANS — THE FEUDAL KINGS AND THE 

FEUDAL SYSTEM. 

The origin of the Capetian family is not certainly 
Spetiansf*''* known. There was an early popular belief that they 

had risen from the lowest classes — one story represents 
them as being the descendants of a butcher. They were 
most probably of Saxon origin and the popular belief a 
mistaken one, but it represents unquestionably the im- 
pression produced by the very rapid rise of the family, 
which took place during the lifetime of their first 
low ran^.^*^^™ * historical ancestor, Robert the Strong, killed by the 

Northmen in 866. It was the vigor and success with 
which they defended the valleys of the Loire and the 
Seine from these invaders that led to their advancement. 
Paris and Orleans became the seats of their rule, and 
they gathered under their control, in that north central 
region, such numerous fiefs, with the command of these 
two great rivers of the interior, that they became the 
most powerful of the great feudatories of the last Caro- 
lingian kings — more powerful than the kings, for they 
had never taken pains to balance the great feudal bar- 
onies with lands retained under their own control. 

When the new French nation which was forming, and 
especially when the leaders of the church, began to 
be dissatisfied with the Carolingians as too weak or too 
German to rule over France, it was always to this 
house that they turned for a sovereign to put in their 
place, and through a whole century before Hugh 
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Capet there was an alternation* of kings from the 
old family and the new which runs almost generation for 
generation. Hugh the Great, duke of France, might 
have made himself king had he chosen, but he preferred 
to support the last representatives of the old family, 
whom, however, he deprived of all real power. His 
son, Hugh Capet, t was made king largely by the in- 
fluence of the church in 987 — the first of the continuous 
succession of the Capetians. 

The idea of monarchy which is most frequently called The new dv- 
up to our minds by the title King of France is that of StUe^reai 
the absolute monarchy of Louis XIV. where the king is p**^^'* 
the state ; but the monarchy of Hugh Capet was of a 
very different kind. His election to the office of king 
gave him no increase of power. It gave him some 
increase of right — the right to rule as sovereign over all 
France — ^but the only resources upon which he could 
draw to enforce these rights were those which the feudal 
territories of his family around Paris and Orleans could 
give him. Outside of these lands, all France was 
divided among other feudal lords, some of whom, like 
the dukes of Normandy and of Aquitaine, were almost 
if not quite as strong as himself. 

These ereat feudal lords, who became the vassals of ^^ 

^ * . They were 

Hugh Capet when he became king of France, did not f«"<>ai k»n«s. 
treat him as a king to be obeyed as the earlier Franks 
had obeyed the strongest Merovingians or Carolingians. 



* The alternation runs like this : 
New house. Old house. 

Charles the Simple, 898 (d. 929). 
Robert, 922. 
Rudolf, 923. 

Louis IV., 936. 

Lothaire, 954. 

Louis v., ^. 
Hugh Capet, 987. 

t Called "Capet" from his practice of wearing the cape, or cope, asUiy 
abbot of the monastery of St. Martin of Tours, 
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There was no 

general legis- 
ition, 



no national 
courts, 



and no taxes. 



They regarded him, practically, as merely the highest 
suzerain of France, to be obeyed as their vassals obeyed 
them, having the right to exact from them only so much 
as the strict letter of the feudal law allowed, and often 
not that, if they had some reason for refusing it. If the 
occasion was one of mere ceremony and show, like the 
crowning of a young king at Rheims, the vassals might 
respond in such numbers from all the kingdom as to 
strike the observers with amazement at the size and 
brilliancy of the assembly. If it was for some useful 
but laborious undertaking, like a war with the German 
emperor, the king might be scarcely able to get together 
a respectable army. The old general laws of the king- 
dom, which had come down for a time from the legis- 
lation of Charlemagne, had now fallen out of use and 
remembrance, and the king had no power to make new 
laws of the kind during the feudal period. Each fief 
was making a law for itself out of its local customs, and 
in this way giving rise to those numerous codes of 
customary law, strictly local in their application, the 
coutumeSy which play so large a part in the later history 
of French law. There were no national courts for the 
whole kingdom and no supreme court to which cases 
could be taken on appeal. The king' s court was for his 
vassals only, and each of his vassals had his own court 
for his subjects with which the king could not interfere. 
There were no national taxes, and the king's income 
was limited to what he could derive from those parts of 
his feudal domain which he held in his own hand, 
supplemented by the scanty and irregular payments 
which his vassals were supposed by the feudal law to 
make on fixed occasions. 

This was the actual authority exercised by the king 
when Hugh Capet was elected to that office. He and 
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his first successors were more powerful than their Caro- J|J'™™" 
lingian rivals for two reasons, which, however, had J^''""'' 



A ROUANSSQUB HOUSB OF THE ELEVENTH CSHTUKV AT SAIHT-GILLES. 

nothing to do with the kingship. The first of these was 
that which has been before referred to, their private re- 
sources which they derived from the great fiefe which 
they had collected in their hands. The Carolingians 
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had nothing like these and it was a fatal lack. The 
second was the faithful and strong support which the 

The church. leaders of the church gave them. The church was in 

favor of a strong general government which would be 
able to unite the whole country under one rule and hold 
disorder in check, and this was not merely because of 
moral reasons, its desire for peace and the repression of 
violence, but because its own organization was threat- 
ened with dissolution by the breaking of the state 
into fragments. The support of the church also was not 
merely a moral one. It had great resources of a ma- 
terial kind and these were at the disposal of the first 
Capetians. 

They desired to But the Capetian kings from the beginning, although 
e rea ings. ^^^ could exercise only so much authority as the vas- 
sals' theory of the feudal kingship allowed them, never 
accepted this theory for themselves. The theory of the 
royal power which they held to was that which had 
come down from the times of Charlemagne, and which 
was still maintained as an ideal though it could not be 
put into practice. This theory was founded partly on 
the old absolute monarchy which had developed among 
the Franks as a result of Clovis's conquests, and partly 
on ideas of imperial authority which had been absorbed 

They were from the Romans. It was a theory of absolute mon- 

?IJlrem^theory archy and of a highly centralized state. The first Cape- 
tian kings could not put this theory into practice, but 
the fact that it existed was of great advantage to them. 
It was an ideal standard toward which they were con- 
stantly striving to advance. As opportunity offered 
they took one step and another toward the realization of 
this theory, and what they gained, however slight, they 
took care to keep. 

One other circumstance was of great assistance to 



of the state. 
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them : the fact that they did not die out as the dynas- . .._^_ . , 

^ J A. succession 01 

ties of Germany did, but that they succeeded one [hgdirJ^t'Wi^e*" 
another in an unbroken succession from father to son for 
more than three hundred years, with no disputed succes- 
sions and no dangerous minorities. The earliest kings 
of the dynasty took the precaution to have their sons 
crowned during their own lifetimes to secure their suc- 
cessions without trouble, but this soon proved unneces- 
sary and was not continued. 

There were' then these four circumstances which aided 
the Capetians in their attempt to make the royal author- 
ity greater than that which the great barons were willing 
to concede. They were : first, that which we may call 
their own great private fortune ; second, the support of 
the church ; third, the old theory of the kingship ; and 
fourth, their continued and undisputed succession. 

These paragraphs have also indicated the great work ^j^^ capetians 
which the Capetian dynasty was to perform for France, cheated Franca 
There is no modern nation which owes so heavy a debt 
of gratitude to its ancient line of kings as the French. 
France, as it exists to-day, and has existed through all 
modern history, with all its glorious achievements, is 
their creation and that of no one else. The great task 
which was before them at the beginning of their history 
was to unite the feudal fragments of a nation, which 
were virtually independent states, and which were 
steadily growing farther away from one another in lan- 
guage, in law, and in habits and feelings, to unite, or we 
may say, as the French language does, to reunite them 
under one government and into a real nation, with a 
common language, and a national enthusiasm. This 
great task they successfully performed, and this it is 
that we are to follow through the next six centuries. 

The first period which lies next before us extends 
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from the accession of Hugh Capet to that of Louis VI., 
from 987 to 1 108, and is a period of almost no advance- 
ment toward this goal, but one in which the throne was 
firmly secured to the dynasty and in which the path to be 
followed was marked out. 

Hugh Capet's reign of nine years was sdmost wholly 
occupied with the struggle to secure a recognition every- 
where of his right to the crown. His rival was Charles, 
duke of Lorraine, an uncle of the last Carolingian king 
and the heir of that dynasty, who was supported by the 
powerful archbishop of Rheims. Charles maintained 
the conflict for two or three years with some success, 
but he was finally captured by Hugh and died in prison, 
while Hugh was able to depose the archbishop of 
Rheims and to put in his place his own partisan, Ger- 
bert, who later became Pope Sylvester IL Hugh 
secured the succession without dispute to his son Robert, 
whom he had had crowned in the first year of his own 
reign, but he was not able to leave the authority of the 
king in France any greater than he found it. . He had 
been obliged to give away large portions of the Capetian 
domains to purchase support, and he was scarcely recog- 
nized as king by the great barons of the south, while of 
those of the north the duke of Normandy was almost 
the only one who heartily supported the new dynasty. 

Robert was a king of great good nature, but also of 
much vigor. He foreshadowed, though without perma- 
nent success in them himself, the lines of policy of which 
the later kings were to make great use. He first 
attempted by a marriage with his cousin Bertha to secure 
the large domains which came to her from her first 
husband, but for some reason the church could not be 
brought to look favorably upon this particular marriage 
of cousins, though they let many others pass, and he 
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was obliged to give up his wife. When the duke of 
Burgundy died without direct heirs, he attempted to 
take possession of that fief for the crown, and succeeded 
after a war of fourteen years. He attempted also to get 
Lorraine away from Germany, and he annexed various 
smaller feudal territories to the royal domain. 

But almost all that Robert had gained was lost under 
his son, Henry I. Burgundy was again made inde- "•'•*^-» 
pendent for the king's brother Robert, and the im- 
mediate domain was reduced in size. The reign is most 
remarkable for the beginning of the strife with the dukes 
of Normandy which was to last for so many generations. 
Normandy had long been a faithful ally of the Capetians 
but it was in its internal affairs as completely inde- 
pendent of the king's control as Germany. Henry re- 
solved to bring it into obedience and attacked it with 
great bravery and vigor. He might perhaps have been 
successful if he had not had to deal with the future 
William the Conqueror. William was a great soldier, 
though he was then little more than a boy, and he 
defeated the king in two pitched battles and forced him 
to abandon his attempt. 

His successor was Philip I., the first example of a phiupi., 
name which the marriage of Henry I. with a Russian "'^"<*- 
princess introduced into western dynasties, the Russian 
czars claiming a descent from the ancient kings of Mace- 
donia. Philip has suffered severely in history as it has 
been written until recendy, because he did not get on 
well with the clergy, who had in those days the writing 
of books entirely to themselves. But he was by no 
means an indolent or worthless king. He carried on 
with energy the struggle with Normandy, and when the ^^^ jj,^ i^^ 
duke of Normandy became king of England, as he jJJJ^,dy** 
did in 1066, Philip began, as soon as opportunity offered, 



62 The Growth of ike French Naiion. 

the policy which his house was to follow for a hundred 
years, the attempt to separate the duchy from the crown 
of England and so to weaken the power of the duke. 
He seems also to have realized clearly that the first great 
business of the Capetians must be to reduce to complete 
■ obedience the vassals in their own immediate domain, 
"ciiy the duchy of France, so that they might be able to com- 
mand all its resources in the conflict with their more 
powerful vassals the great barons. Many of these sub- 
ordinate barons, barons o! the second rank, had escaped 
from all control and had so strongly fortified themselves 
in their castles that they were able to defy the king. The 
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task of their reduction Philip hardly more than began, 
but he left the duchy increased in size and more nearly 
in hand than when he received it. 

The one event of his reign which had the most decisive 
influence upon the future of France, the event indeed of 
this whole period of the greatest consequence, was the 
conquest of England by William the Conqueror, duke 
of Normandy. By this event, that connection of the 
kings of England with the great feudal baronies of 
France was begun, which placed at the very beginning 
of the process a most formidable obstacle in the way of 
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the consolidation of France by the Capetians, and which 
threatened more than once in the following centuries to 
deprive them of the crown entirely, but which proved in 
the end of no little assistance in the growth of a national 
feeling and a real union of all France, south as well as 
north, around the Capetian kings. 

In his reign occurred, also, the first crusade, an event The first 
of hardly less significance though it lies farther from our 
present field. French barons took a leading part in the 
first crusade, if the king did not, and so long as the 
crusades lasted they furnished an outlet for the most 
restless and irrepressible spirits, and in various ways ex- 
hausted the resources of the barons in France and 
divided their attention, affording assistance to the kings 
which it is difficult for us to reckon in detail, but which 
must have been often of great value to them. 



crusade. 



It was feudal France over which these early Capetain 
kings ruled in name, and as the customs and especially 
the class distinctions of feudal France have had a most 
profound influence on all. the later history of that 
country, even down into the present century, they 
demand some attention at this point. They were in the 
main those which we have had described in connection 
with the Frankish conquest of Gaul, but with some 
changes and much development, and especially with the 
class lines more sharply drawn, amounting almost to 
caste distinctions. 

The most extensive change which we have to note is 
the almost total disappearance of the freeman, or of the 
class which we should include under the term in modern 
times. The freeman had not actually disappeared, but 
the man whom the feudal law called free we should 
recognize as such only with difficulty and after mudi 
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explanation. The broad line which the feudal society 
drew between the classes which composed it was that of 
occupation, and that principle of classification will give 
us the simplest results. There were three classes clearly 
marked and sharply distinguished : the preaching and 
praying class, the clergy, called the ' ' first estate ' ' ; the 
the fighting class, the nobles, or "second estate" ; and 
the laboring class, or the class which supported the 
other two and produced whatever property was produced 
in feudal times, called the "third estate." 

The clergy and the nobles formed the upper classes ; 
to labor with the hands, or to engage in any form of 
occupation whose object was the production of wealth, 
was a mark of inferiority. The third estate was further 
subdivided, however, 
into two classes, the ex- 
treme members of which 
were clearly distin- 
' guished but which in 
the intermediate grades 
I passed into one another 
j by almost imperceptible 
! steps. The lower of these 
two classes was called 
I the serf ; the higher, the 
roturier or villain, 

Whbklwhight and Coopkh. ' 

From B window of Ihe Calhedral of though the name Vlllam 

°'"*"' was sometimes applied 

also to members of the lower class, usually with 
some qualifying word, like serf-villain, to show the 
exact meaning in which it was used. The villain proper 
was considered by the law of the time to be a free 
man, that is, he was free in person, but he was not 
free in occupation. To obtain a piece of land to 
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cultivate for the support of himself and his family, he 

must agree to pay to. the owner of the land certain 

fixed sums at regular intervals, and usually also to 

give so many days of labor during the year upon the a tendency to 

land which was cultivated as the lord's **home farm.** 

The serf was also subject to the same payments 

and to the same necessity of working upon the lord's 

land, but there was this difference between the two 

cases, that the payments made by the villain and the 

number of days' labor which he must give in each 

season of the year were all definitely fixed for each 

piece of land, and the lord had no right to demand 

anything more from him. If he wished, the villain 

could at any time leave the land and go where he 

pleased by simply turning it over again to the lord 

from whom he had at first obtained it, of course 

taking the risk hiinself, and it was a great one in those 

days, that he might not find anything to do elsewhere 

and would starve to death, or that he would be arrested 

as a vagabond and punished severely because he had no 

lord to be responsible for his good behavior. In all 

these respects the serf was unlike the villain, and this The serf, 

forms the distinction between the two classes. The serf 

was supposed to belong in person to his lord, like the 

ancient slave from whom he was descended, though he 

could not now be removed from the land which he held, uniimlted!*^*^* 

But, since he was his lord's personal property, all that 

he had, of course, belonged to his lord, and therefore he 

was subject to unlimited exactions at his lord's will and 

to work on his land whenever called upon to do so. 

He could not leave the land, and if he ran away he 

could be pursued like a fugitive slave and brought 

back ; though after a time the law secured him his 

liberty if he was not recovered by his lord within a year 
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and a day. If he gave his children in marriage outside 
the domain he must pay for the privilege, because this 
was diminishing his lord's working force. 

This was the general distinction between the free vil- 
lain and the serf ; the first was subject only to fixed ex- 
actions and was otherwise free, while the serf and all that 
he had was entirely at the lord's disposal. It will readily 
be understood, however, that the condition of the serf 
was better than that of the slave of the earlier time whose 
place he had taken. He was progressing toward the 
condition of the Roman colonus^ or he had quite reached 
it. He had a home of his own and a legal family ; what- 
ever his lord might allow him to keep from the products 
of his labor was his property ; and it was for the interest 
of the lord that his serfs should be as well contented as 
those of his neighbors. 

We are accustomed to think of the feudal system as 
weighing very heavily on the lower classes, and so it did 
as compared with the modern system of things. But 
in forming our opinion of the place which the feudal 
system occupies in history, we should remember the 
conditions which went before it, and we should compare 
the situation of the laboring class at the close of the 
feudal period with that at the beginning. As a matter 
of fact, the tendency of the feudal system,* or of the 
general situation which produced the feudal system, to 
improve the condition of the lowest classes was very 
strong, in spite of what may have happened to un- 
fortunate individuals, or now and then to large numbers 
in especially unfavorable times. In the first place it 
was a very great step in advance when the distinction 

* Strictly speaking the serf class did not form a part of the feudal system. 
Each of these classes had its own separate organization, and its own system of 
law. The clergy were subject to the canon law ; the nobility had the feudal 
law ; while the interests of the serf were regulated by the manorial, or 
'* customary " law. 
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between bond and free was taken from the person and 
placed upon the land. Under the feudal system the 
land determined everything. A certain piece of land in Land the 
the lord's domain was fixed as always held by a servile fac'io™'""* 
tenure. If it was taken to be cultivated by a free 
villain he was treated while he held it as a serf, and 
he ran some risk of having the fact that he was person- 
ally free entirely foi^otten. A certain other piece was 
always held by a free tenure. If the lord granted it to a 
serf he was under obligation to treat him as a free 
villain, so far as that land was concerned, and in time, 
if he kept the land, he would become so in reality. 

Another characteristic fact of the feudal System which q^^^^^ ,h 
was of great assistance to the lowest class was this, that somceodaw. 
the law was custom, or that custom made the law. If 
the lord limited himself in his demands upon his serfs to 
certmn fixed sums, or to particular seasons of the year, 



until this practice grew into the custom of the manor, he 
ceased to have the right to vary it, and the serf had 
become a free villain because he was no longer subject to 
arbitrary exactions. 

The most effective, however, of all the contemporary 
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influences was competition. Laborers were not numer- 
ous. The lord must keep those he already had from 
running away by giving them as good terms as did 
any one else. If he had new land, clearings, or drained 
land to bring into cultivation, he frequently tried to 
tempt away the seris or vill^ns of other lords by ofier- 
ing especially attractive terms. Other causes not belong- 
ing properly to the feudal system came in to assist this 
process, with the result that by the close of the feudal 
age serfage had practically disappeared from the most 
favorably situated regions of Europe. 

In this account of the laboring class nothing has been 



Fakkibk. From > windm* of the Catlicdnl of Bourgei. 

said of the population of the towns. There came to be 
in the course of time a distinction between the people of 
the towns, or the bourgeois, and the agricultural laborers 
of the country, but this was a distinction which the 
original feudal classification did not recognize; It was 
made in the course of the feudal age by new forces with 
which the feudal system had nothing to do and which 
produced this result in spite of it. Strictly the town was 
a part of some lord's domain. Its inhabitants were his 
villains or serfe. They might be either. They did not 
pay for land to cultivate, but they paid for the 
privilege of carrying on their business, whatever it was, 
within the lord's domain, and they were subject to the 
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faille^ or tallage, where the noble would have paid the 

more honorable **aid.'' By organization within the 

walls of the town and by the strength which came from 

their growing numbers and wealth, the townspeople 

might be able to force the lord to grant them greater 

liberty, perhaps even to raise them to the rank of a 

noble, by making the organization which the town had 

formed his vassal for the land which it occupied, in 

which case it was called in Yx^nojt 2^ commune. But if The commuue. 

this was done it was always a concession by a special 

bargain or contract, as when a lord granted unusually 

good terms in order to secure more villains ; it was not 

something which the feudal law itself conceded to a town, 

however large or rich. 

At the head of the feudal society, and the real ruling 
class of France during this time, to the exclusion of all The leudmi 
other classes and of the king himself, was the nobility, '^^"'' 
though it was called the second estate, titular precedence 
being granted the clergy out of reverence for their 
spiritual office. The noble was the man who held a 
fief, that is, who held the land of another and paid for 
it, not servile, that is, money or labor rent, but honor- • 
able or noble services, chiefly military service. It might 
be a whole province, like the great duchy of Normandy, 
held of the king, or it might be a few acres, or a fraction 
of a village even, furnishing just income enough to sup- 
port and arm the feudal warrior. If it was held upon 
military or other honorable service, the holder was noble. 
He did not work for his own support but was supported 
by the labor of others. His business was fighting. 
There were very numerous gradations of rank and 
power among the nobles, from the greatest barons, like 
the dukes of Aquitaine or Burgundy, through the vas- 
sals who held of them, counts and viscounts, and the 
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still smaller nobles, simple lords, sires or seigneurs^ 

down to the holder of the smallest fief. 
The "domain." The territory of all the larger fiefs was divided into 

two distinct parts : one the * * domain, ' ' cultivated for 

the lord's benefit by his serfs and villains, and the most 
Vassals and important source of his support ; the other, divided 

serfs are two 

distinct classes, into fiefs and sub-fiefs which he granted to vassals of 

his own who furnished him with his little feudal army, 
and who like himself might be more or less inde- 
pendent of their lord. The consideration and rank of 
the lord in the feudal hierarchy, however, depended 
upon the number of these vassals. In theory every 
noble who held land held it of some one above him, 
whose vassal he was, up to the king, who held of God. 
But the theory was imperfectly realized in practice. 

The feudal Besides military service, the vassal owed to his lord 

courts. service in his court ; that is, all the vassals came 

together in an assembly and thus formed a court which 
attended to all the judicial business which arose be- 
tween the vassals, and which acted also as the lord's 
council, and, in serving this purpose, did the work 
which was the nearest to legislation of anything in 
the feudal age. The right of holding his own court was 
one of the most valuable of the prerogatives of the feudal 
lord, for it was not merely a very effective means of 
keeping control of his vassals, but, from the fines which 
it collected, it was one of his most lucrative sources of 
income. 

The "aids." The vassal also owed the duty of paying the feudal 

aids. These were sums of money to be paid on 
three fixed occasions : to ransom the lord when taken 
prisoner, and to pay the expenses of marrying his eldest 
daughter and of knighting his eldest son — a fourth was 
paid in France during the time of the crusades when the 
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lord went on a crusade to the Holy Land. These 
three, military and court service, and the payment of 
aids, together with a constant duty of fidehty and loyalty, 
constituted the chief duties of the vassal. The lord had, 
however, other rights over his vassal which were of 
financial value to him. The chief of these were the 
right of wardship when the vassal was a minor, of select- 
Jig the husband of an heir- 
ess, and the right of relief or 
the fine which the son paid 
when he succeeded to the 
fief which his father had held. 
The first Capetian kings 
of France, it will be remem- J^S^"' 

bered, were great barons of 
the kingdom as well as 
kings. They were dukes of 

France, their duchy lying shop ok a mohhv changbb. 
in a roughly shaped oval ''™"' » "^'^'g^^Sf '^*^"'' ""^ 
around Paris and Orleans. 

This territory was called domain, the royal domain, as 
the immediate property of the king, in a somewhat 
different sense from that in which the word was used in ^^^ iheterti- 
connection with every fief ; for this duchy was divided J^ied"^*^' 
also into the two sorts of land described above, that '''"8- 
cultivated for the king, and that held by the nobles who 
were his vassals as duke, not as king. Many of these 
were as independent as if they had been the greatest 
barons of the kingdom, and it was the labor of reducing 
them to submission which the kings had first to under- 
take as a step to greater labors, as has already been 
said. The enlargement of the royal domain in this ™iitinBdomo 
sense, that is, the bringing of a larger and larger num- 
ber of the nobles of the second and lower ranks to hold 
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their lands immediately of the king, instead of from some 
great duke who stood between the king and them, was 
the construction of France geographically. France 
grew step by step as the great barons, those of the 
highest rank, disappeared and the king took their place. 
The church of the period was almost a reproduction, 
within its own sphere of action, of the feudalism of the 
nobility. There was the same variety of gradation in 
rank from the archbishop down to the parish priest. 
The endowment lands were treated as fiefs, and the 
chief revenues were derived from domains cultivated by 
the serfs and villains who belonged to the church, and 
from the tithes paid by other cultivators. There was, 
however, this very great difference, that the church 
represented a much more complete and thorough unity 
than could any feudal state, a unity derived from the 
ideas which prevailed in the Roman Empire when the 
church was taking on its organization. This unity was 
never lost sight of, but was maintained by the machinery 
of the church during the days of feudal separation. Its 
existence and the emphasis placed upon it were reasons 
which rendered the church ready to support the kings 
in their efforts to reestablish a government for the whole 
national territory. 



CHAPTER VIL 

THE FOUNDATION OF FRANCE AND OF THE ABSOLUTE 

MONARCHY. 

The traditional history of France reckons Louis VI. lo^js yi. 
the first of the great Capetian kings. And while it may "o®-"37. 
not be exactly true that the policy which his dynasty 
was to follow to such great results was first marked out 
by him, or that he realized as clearly the goal to be 
reached as some of his successors, still he is really „ . 

Befi^ins to con- 

the first .of the line who left the monarchy greatly struct the royal 
strengthened by his reign, and, measured by his success, 
he is the first of the great Capetians. 

Louis inherited from his father a body of enormous called "the 
frame and he grew more corpulent with advancing years, pfgliter?" ***** 
so that he has been known to later times as Louis the 
Fat. But his size did not interfere with his energy. He 
had a keen enjoyment of the physical effort and danger 
of the battle and the chase, and he thoroughly deserved 
the name by which he was also known to his own time, 
Louis le Batailleur. Even in the last ten years of his 
life, when his size no longer allowed him to mount his 
horse, he maintained his energy, and Louis the Fat 
must not be translated Louis the Sluggish. 

His labors in behalf of his dynasty were directed to ^^^ leading 
two principal ends. In the first place, the duchy of objects. 
France, the great resource of the Capetians in their 
struggle foV the control of the kingdom, must be brought 
into better obedience. Some of the barons of this 
duchy even in the neighborhood of Paris had thrown off 
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all regard for the king and were really in a state of 
perpetual war with him. They had strongly fortified 
their castles and lived like the later robber barons, 
plundering the defenseless, the merchant on the high- 
way, and the peasant on the lands of the church. The 



A Romanesque Churc 
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king was often treated with open contempt and was 
scarcely Strong enough himself to use the ordinary 
highway where these barons were levying contributions. 
To reduce these men to order Louis made one of the 
main objects of his life. He began his war upon them 
even before the death of his father when he was hardly 
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twenty years old, and he kept it up until within a year 
or two of his own death. He captured and destroyed 
their castles and threw the barons into prison, and at the 
end of his reign the resources and strength of the king 
had greatly increased from this one cause alone. 

But, in the second place, Louis was not so completely 
taken up with the interests of his duchy as to forget king over the 
that he was king also. He asserted the rights of the ^^ 
monarch over the great barons wherever opportunity 
offered, though with less success than he obtained within 
the duchy. When the county of Flanders fell vacant, 
he asserted the right of the king to select the new count, 
but his candidate was not popular, and when he was 
killed at a siege Louis did not keep up the contest. He 
maintained with more success the right of the bishop of 
Clermont to appeal to the king against the injustice of 
his feudal superior, the count of Auvergne, even against 
the protest of the duke of Aquitaine, the count's over- 
lord, and he compelled the duke to take an oath of 
allegiance to himself. But the greatest baron of all in 
France, and the great enemy of Louis, was Henry L, En"2nd*a8a 
king of England and duke of Normandy. The duchy French baron, 
had been separated from the kingdom on the death of 
William the Conqueror, but Henry had succeeded in 
uniting them again by defeating his brother Robert and 
throwing him into prison. Louis tried to keep up the 
division by supporting the cause of Robert's son 
William, but without success. It would seem as if the 
power of Henry ought to have been much more than a 
match for that of Louis, especially as Henry found 
numerous and strong allies. The count of Champagne, combinations 
on the east of the duchy of France, the nephew of *^*"^ 
Henry, was as ceaseless an enemy of Louis as he could 
have been if he had clearly foreseen that the success of 
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the Capetians would some time destroy the independence 
of the county of Champagne. He and the English were 
continually aiding the rebellious barons of the duchy of 
France, and this it was which enabled them to maintain 
the conflict with Louis through so long a portion of his 
reign. The German emperor, Henry V. , was a son-in- 
law of the English Henry, and he also was at one time 
drawn into the alliance against Louis and threatened a 
great invasion of France. But Louis was able to collect 
against him an army of unusual size and the emperor 
thought better of his purpose. It was in this campaign 
that we first find used on an important occasion the 
famous standard of France, the oriflamme^ which was 
the standard of the royal abbey of Saint Denis, and the 
French battle-cry, which was to be heard so often. in the 
long wars with the English, * * Montjoie-Saint Denis." 
At last the king lost an ally who had been a long enemy 
of the Normans when Henry's daughter Matilda, the 
widow of the emperor, was married to the count of 
Anjou. It may, indeed, be counted a real triumph for 
Louis that he did not allow any of these great combina- 
tions to overcome him, but that he could face the English 
and Normans with as much strength at the end as at the 
beginning of his reign. 

In the last year of Louis's life an opportunity came to 
him which opened a prospect of the greatest increase of 
power, and which he made haste to use. William X. , 
duke of Aquitaine, died, leaving his great territory, in 
area the largest of the feudal states in France, to his 
daughter Eleanor with the expressed wish that she 
should be married to Prince Louis, who had been 
already crowned king to make sure of his succession. 
This marriage was to prove in the end of no assistance 
to the Capetians, but it must have seemed to Louis VI. 
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the most decided advantage by far that he had gained, 
for it more than doubled the royal domain. 



Town Hall of Brucbs, Type arcommunal be1l-tow«. 

It was during the reign of Louis VI. that the move- 
ment of the cities to secure freedom of local government ^ 
for themselves first assumed large proportions in northern 
France. Growing trade and manufactures had given 
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the cities wealth which they could use. Their feudal 
lords, interested in the crusades or pressed by rivalries 
among themselves, had reasons for not reusing an offer 
of ready money, and the towns began to buy, with the 
free consent of the lord, or to force him to sell to them, 
charters, attested by all the forms of the feudal chancery, 
by which they were granted the right to manage their 
own affairs, to elect local officers, to keep order within 
their walls and in their markets, and to raise an armed 
force to defend themselves. If this charter went so far 
as to give the town complete local liberty, to make it a 
vassal of the lord with all the local independence of the 
vassal when he had discharged his few feudal obliga- 
The commune, tions, then the town became a commune^ and was almost 

a free republic. Very many of the charters did not go 
so far as this, but left the lord some rights of interference, 
some influence over the choice of local officers, and 
some share in the administration of justice, but in every 
case the charter emancipated the city by distinctly 
specifying just how far the lord could go. It has been 
often said of Louis VI. that he did all that he could to 
encourage this movement with the hope of weakening the 
feudal barons, and that he introduced a permanent royal 
policy of this kind; This is hardly true of Louis, or of 
the kings in general. They seem to have been opposed 
to the communes as a matter of general policy, and very 
few were ever formed within the royal domain. Wher- 
ever outside their domain they favored a commune, it 
was because they had some special thing to gain by it. 
Toward the towns with more limited rights they showed 
themselves more favorable. 

The material strength and the public respect which 
Louis VI. had gained for the crown were only slightly 
increased in the long reign of his son Louis VII., who 
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is remembered chiefly for having divorced his queen 
Eleanor and having given up the great possessions 
which she had brought him. 

He had wisdom enough to keep in office the great The abbot 
minister of his father's last years, the abbot Suger, as ^uger. 
long as he lived, and to follow in most things his wise 
counsels. This did not save him, however, from his first 
serious mistake, which was to join the second crusade, 
in 1 147, in spite of the protests of Suger, and to be 
absent from France for three years. He left the govern- crusade?" 
ment in the hands of Suger, but it taxed that minister's 
skill to the utmost to keep down the feudal insubordina- 
tion which broke out in the absence of the king, and to 
prevent a threatened revolution which had for its object 
the dethroning of Louis in favor of his brother Robert. 
The second crusade was a complete failure, and Louis 
gained from it only unpopularity, and not the glory 
which he sought. 

This crusade seems also to have determined him to 
commit his second great mistake, looked at from a earlor couid^not 
political point of view — the divorce of Eleanor. Louis ^^' °" together, 
and Eleanor were entirely incompatible in character and 
temperament. Louis was of a mild and effeminate 
character and somewhat superstitious. Eleanor's char- 
acter is well known to us from English history and 
legend. Her masculine mind felt only contempt for her 
weaker husband, and she does not seem to have con- 
cealed it. She said he was a monk and not a king. 
Her conduct during the crusade, on which she accom- 
panied the king, seems really to have been blame- 
worthy, at least to have been enough finally to de- 
termine Louis to be rid of her. But he does not seem 
to have had strength of character enough to carry out 
his plan so long as Suger lived. On the death of the 
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Divorced. abbot, in 1 152, the divorce was at once pronounced. 

The worst consequence of this action was not the 
loss of the great duchy of Aquitaine. Within a few 

Eleanor marries t -w^t • 1 tt r * • 

Henry II. of weeks Eleanof was married to young Henry of Anjou. 

He was the son of the count of Anjou and the empress 
Matilda, daughter of Henry I. of England. To the 
English possessions in France he added those of his 
father, and by an arrangement with King Stephen of 
England he was to inherit that kingdom on Stephen's 
death, an event which happened shortly after his mar- 
The Rreat riage with Eleanor. He thus possessed in hi? own right 

?ien^in"* ° all the northwcst quarter of France down to the Loire, 

Normandy, Brittany, Maine, Anjou, and Touraine. 
Now his marriage gave him all the southwest quarter, 
from the Loire to the Pyrenees. It was more than half 
the kingdom of France as that had been established by 
the treaty of Verdun, and more than three times the 
domain immediately under the control of the French 
king. Henry's ambition naturally extended beyond 
gevm «Spif^"' these territories, and at one time he seemed about to 

establish his rule across the whole south of France and 
beyond the Rhone to the present boundaries of Italy. 

Even without this extension, it was a most formidable 
danger with which the Angevin dominion threatened the 
Capetian house. If the Angevins could unite and con- 
solidate their French lands into a compact state, what 
A^ge vi'^or'' ^^ future would there be for the Capetians? Would not 
Capetian ? their lauds be gradually absorbed and the future French 

nation be formed and ruled by the rival dynasty ? But 
this task was one which was too great even for the 
genius of Henry II. There was no natural bond of 
union between the countries north of the Loire and 
those south of it, rather the contrary. Dialect, manners, 
and feelings were different, and Henry had no higher 
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title, as Louis had, to form the basis of an artificial why not 
union. He was duke of this and count of that, but king "*^®^'" 
of nothing in France, and England, though a source of 
men and money for war against the king of France, 
would have been a source of weakness rather than of 
strength if the Angevins had made the centralization of 
their French possessions the leading object of their 
policy. 

Against this formidable danger Louis could directly ^^^^ ^ouis 
oppose only a limited force, but he followed with some vii. could da 
skill the already established Capetian policy of aiding 
the enemies of England and of keeping up the frequent 
quarrels in the English royal family. It was on this 
principle that he granted favor and protection to Thomas 
^ Becket, the archbishop of Canterbury, when he took 
refuge in France from the anger of Henry. And it was, 
not a little to the credit of Louis that at the same time 
the pope, Alexander HL, found a refuge in France 
during his conflict with the great Hohenstaufen emperor, 
Frederick Barbarossa. Louis gained much greater 
practical advantage, however, from his support of 
Henry's turbulent and rebellious sons in their wars 
against their father, and by their means constant division 
and civil war were maintained in the English dominions 
during all the last years of Louis's life. 

It was under Louis's son Philip II., called Augustus, pwiip ii., 
that the first great step was taken in uniting France 1 180-1223.' 
under the Capetian kings. Whatever may have been 
the reason for giving the name Augustus to Philip, he 
certainly earned the distinction by the great successes 
which were won by his skill. He had at least two of the 
indispensable elements of political genius : he knew the Sat^maV**^ 
proper means to use to accomplish his end, and he knew 
bow to be patient and to wait until the proper time had 
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come. He had a solid foundation upon which to build 
in the results of the work which had been done in the 
past eighty years, but still at the beginning of his reign 
he was only one among the great feudal princes of 
France, with the title of king and certain shadowy 
rights over the others but with no real power of govern- 
ing France. There was indeed no France as yet. At 
the close of his reign, the land which the king was 
ruling directly had been multiplied by three, and he was 
easily more than a match for any one of the great barons 
or for any likely combination of them. Only the duke 
of Aquitaine could meet him on anything like equal 
terms, and this only because he was also king of Eng- 
land. And not merely had the territory grown, the 
machinery of government had kept pace with it, and, as 
France grew, it was growing into a centralized and 
absolute monarchy. This was the work of Philip 
Augustus. 

He was only fifteen years old when he began to reign, 
but he was not a boy, and within half a dozen years he 
had broken up and forced into submission a great com- 
bination of the northeastern feudal barons against him, 
including in it the duke of Burgundy and the counts of 
Flanders and of Champagne, and had annexed to the 
royal domain the counties of Vermandois, Valois, and 
Amiens. But the great struggle of his life was against 
the vast power of the English in France, and his greatest 
successes were won from them. 

Henry H. lived until 1189, but his sons and his wife 
were against him during all his later years. His heart 
was broken at last by the treason of his favorite son 
John, and it was an omen for the future that the young 
Philip, making the most of the crowd of misfortunes 
which covered the English king, forced Henry — the 
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greatest king England had had, and one of the greatest 
of all her kings — to surrender to him his claims upon 
the county of Auvergne, the first break in the English 
dominions. 

Philip was of course in alliance with the revolted sons Richard the 
of Henry against their father, and when Richard became Jijg";,^^^' ^^ 
king these friendly relations were kept up for a time, cnisade. 
It was on the third crusade that the inevitable trouble 
between the two kings broke out. Saladin had captured 
Jerusalem in 1187, and all Europe was roused to a 
new crusading enthusiasm to avenge the indignity and 
to ward off the threatening danger from the Christian 
state in the Holy Land. The young kings of France 
and England caught the spirit, but it was not merely be- 
cause they were young, for the old emperor of the Holy 
Roman Empire, Frederick Barbarossa, joined them. 
Philip's heart, however, was never really in the crusade. 
It was in his difficult task at home, and he went at last 
only because of the serious remonstrances, of the pope. 
The quarrel becfan between Philip and Richard before modem a man 

, for a crusader. 

they reached the Holy Land over real or fancied affronts 
which passed in Sicily, and as soon as some slight suc- 
cess had been gained in Palestine Philip abandoned the 
crusade and returned to France to begin his proper 
business and to take advantage of the absence of 
Richard. John was a fit tool for the purposes of Philip 
and together they hoped to make sure of Richard's 
lands. John was to be king in his brother's place and 
Philip was to have Normandy. Richard's imprison- 
ment in Germany on his return from Palestine seemed 
to be intended to aid them, but his sudden release over- 
turned all their plans. 

Philip was no match for Richard in the field, and was 
defeated by him in three successive battles, so that as 
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long as Richard lived he made no progress. When 
John became king, in 1199, Philip's opportunity had 
come. At the outset, Philip made a friendly treaty with 
John, but he was only waiting a better moment, John 
was by nature a traitor to every interest confided to 
him if any selfish motive tempted him, and it was an act 
of especial unfaithfulness, as the feudal society regarded 
it, which gave Philip an occasion for action. He stole 
away the affianced bride of the young Hugh de Lusi- 
gnan, the heir of one of his vassals in Poitou. His vas- 
sal appealed at once 
to Philip, the feudal 
lord of John as count 
of Poitou, for justice, 
and when John re- 
j fusedobediencetothe 
I repeated summons 
I of Philip's court of 
vassals, he was con- 
demned, in strict ac- 
cordance with the 
feudal law, to lose his 
fiefs, and Philip was 

SEAL or A.T„v« o. BR.TTAKV (,™,. S^^^"^ ^^^""^ authority 
to take possession of 
them. He took up at the same time the cause of 
Arthur, John's nephew, who had been deprived of Brit- 
tany, his rightful inheritance from his father. 

John displayed in general only indolence and careless- 
ness in his own defense, and almost let things drift as 
they would. But one sudden burst of energy at the 
beginning of the war enabled him to capture the young 
Arthur, who soon disappeared, no doubt murdered and 
possibly by John' s own hand. While it was not for this 
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murder that John was condemned by Philip's court, as 

was once said, still it aided Philip by the feeling which 

it excited against John. In the same year, the great 

castle which defended Normandy, the chateau Gaillard, 

was captured, and in the next year Rouen surrendered. 

John losi in this war all his possessions north of the 

Loire, and they all passed into the king* s domain. This 

was an enormous increase of power for Philip. There phmp-s great 

were no more dukes of Normandy, or counts of Maine conquests 

or Anjou or Touraine, in the old sense. The king took 

their place and added all the resources of these great 

baronies to those which he possessed before. This 

single success gave him control of the Seine and Loire, 

and carried his borders both to the English Channel and 

to the Atlantic. He stood now clearly above all the almost create 

great barons of France, and the kingdom, which had the kingdom. 

been only a name, must soon be a reality. 

John was occupied for some years after this with his ^^^^ hindered 
troubles at home, with the resistance of hii^ barons, who ^^^ * ^»"*^' 
would not quietly submit to his arbitrary methods of 
government, and with his conflict with the pope. Inno- 
cent IIL, over the election of Stephen Langton to the 
archbishopric of Canterbury. These were the difficulties 
which led in the end to the Magna Charta. At one 
time Philip was about to invade England as the ally of 
the pope when John averted the blow by submitting to 
Innocent and becoming his vassal for the kingdom of 
England. 

But John had not abandoned the hope of recovering 

. • T- J /? 11 1 11^ finally forms a 

his possessions in France, and finally he was able to great alliance 
bring about a coalition against Philip from which he 
hoped great success. John's nephew, Otto IV., the 
emperor of the time, with the count of Flanders, and 
many lesser barons in the Rhine Valley, joined the 
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league. The plan was that John should strike at Philip 
through his duchy of Aquitaii|e in the southwest, while 
the others were to attack him from the northeast. But 
John was driven back by Philip's son Louis, and Otto 
and the count of Flanders were completely defeated by 
Philip in the great battle of Bouvines. It was a fatal 
battie for all the allies. The count of Flanders remained 
long a prisoner in Philip's hands; Otto IV., the head 
of the Guelfe, lost the crown of Germany, which passed 
once more into the hands of the rival family, the Hohen- 
staufen ; and John returned to England to be forced by 
his barons to grant the Magna Charta in 121 5. The 
feudal states which were lost by John never returned 
into the possession of the English, who were shut up 
henceforth to the inheritance of Eleanor south of the 
Loire. The great popular rejoicings in the king's lands 
which followed his victory at Bouvines showed that 
already a national feeling had begun to grow up in that 
part of France. 

In the last half of Philip's reign the cruel war against 
the Albigenses opened the prospect of as great an acces- 
sion of territory in the southeast of France as Philip had 
made in the northwest. The Albigenses were heretics 
and therefore it was the duty of all true Christians to 
destroy them utterly. There were many of them 
dwelling in the great county of Toulouse which had 
never been more than nominally subject to the king of 
France, its count ruling ** by the grace of God," and as 
the count of that day, Raymond VI., refused to abandon 
them to the mercies of their persecutors a crusade was 
preached against him. In the war that followed his 
county was taken from him and given to Simon de 
Montfort, the father of the Simon de Montfort who won 
in the next generation a better renown in English his- 
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tory. In this war Philip took no part, but he could The first gain 
easily see that the new count could not be as strong as prance.^*^" 
the old and that the independence of one of the greatest 
of the remaining of the feudal states was being destroyed. 
Though Philip 11. *s greatest services to France were 
in the annexations that he made, yet in the development 
of the future government machinery his services were 
not slight. Up to this time the chief executive and 
administrative officer of the Capetians had been the 
privSty who looked after a small division of the domain, 
collected the royal revenues, held the local courts, and 
summoned the vassals to their military service. These 
officers could be held under good control while the 
domain was small, but as it increased in size it became 
more difficult to do so ; their office had become hered- 
itary in their families ; and the Capetian kings were having 
the same trouble with the office that the Carolingians 
had had with the office of count. Early in his reign ™cutfve^^ 
Philip Augustus introduced new officers, the baillis^ who machinery, 
had under their control a much larger territory and were 
a kind of privSt over the prHdts^ responsible for the ^^^^ ^^^ ^^^ 
same things, but chiefly for seeing that the privdts did §2riema°^ne 
their duty and did not abuse their opportunities, and for 
looking after the king's interests in their districts. This 
proved of great advantage to the royal administration, 
for both Philip and his successors took great pains to 
prevent these officers from passing out of their control. 
They especially adopted the expedient of moving them 
frequently about from one district to another to prevent 
both fixity of tenure and the growth of local interests. 
For example, one of the daillis of the thirteenth century, 
who wrote a famous book on French customary law, 
held the office in seven different districts, spending on 
the average three years in each. 
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Philip also took the chartered towns under his special 
care, wherever he could in this way extend the royal 
power at the expense of the feudal, and he asserted the 
right of the king to protect their liberties even in the 
feudal states not directly subject to his rule. He took 
pains also to fortity and 
beautify the cities, he en- 
couraged the growth of 
commerce, and favored the 
resort of foreign merchants 
to the French markets. 
The University of Paris, 
which gave the city so 
great a European repu- 
tation and influence during 
the next following centu- 
Shal of tub umivhrsitv of Pahis ries, was given its organ- 
ization in this reign, and 
this was the age also of the famous lyric poetry of the 
irouvires and the troubadours in the two languages of 
France, in the north the langue d'oil, and in the south 
the langue d oc. 

One of the things thai most strikingly illustrates the 
' stronger position of the king at the close of the reign of 
Philip Augustus is the fact that first of all the Capetian 
kings he did not think it necessary to have his son 
crowned during his own lifetime. The crown was now 
the secure possession of the family. It was more than 
two hundred years since the accession of Hugh Capet to 
little more than the empty title. It was a long time 
measured in years, but measured by resources and 
opportunities the progress had been great, and now 
there was a real king and, in some degree at least, a 
real France. 



CHAPTER VIII. 

STEPS TOWARD ABSOLUTISM. 

The short reign of Philip's son, Louis VIII., was a 
continuation of his father's conquests. A short war 1223-1226. *' 
with the EngUsh gave him the part of Poitou still un- 
conquered, with the important port of La Rochelle, and 
threatened to confine the English behind the Garonne. 
But in the midst of these conquests Louis was called 
away to the more brilliant prospect opened by the 
breaking out again of the Albigensian war on the attempt 
of Raymond VII. to recover his hereditary dominions. " ergams. 
Simon de Montfort's son, Amaury, was not strong 
enough to defend himself and ceded his rights to Louis, 
who led a new crusade against the heretics with the 
sanction of the church. Louis died before the complete 
conquest of the country, but a part of the territory of the 
langue (V oc remained permanently annexed to the royal 
domain. 

Louis IX. was only eleven years of age on the death Louis ix. 
of his father, but his mother, Blanche of Castile, was a "26-1270. 
woman of remarkable energy and ability, well able as 
regent to continue the Capetian policy. But the 
minority of the king with the regency of a woman was 
the opportunity of the feudal barons. They were now ^ {^^^\ 
clearly conscious of the end to which the development reaction, 
of the monarchy was leading, and they saw the necessity 
of combination to resist it and the wisdom of using such 
an opportunity as the present. Their league embraced 
the whole land, north and south, and barons great and 
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small, from the count of Brittany to lords of the old 
domain in the neighborhood of Paris ; the king of Eng- 
land and the king's own uncle, a brother of Louis VIII. , 
gave it their support Their demands, if granted, would 
have completely overthrown the Capetian monarchy, re- 
stored the old feudal independence and confusion, and 
destroyed France. Blanche of Castile met this danger 
The barons did with the utmost couraTC and skill. She divided and 

not want a • • • i t j 

nation created, broke up the coalition, which depended too much upon 

help from the weak Henry III. of England, isolated its 
most dangerous members, and finally won new gains for 
the monarchy from the very attempt which had been 
made to destroy it. The count of Toulouse, who had 
recovered the western part of his county, was forced to 
submit to the king as no count of Toulouse had ever 
done before, and to marry his daughter, with the right 
of succession, to the king's brother Alphonso. 

Soon after Louis had taken the government into his 
own hands, he had a similar coalition of the barons to 
meet. This had its origin among the barons of Poitou, 
who were displeased at being placed under the king's 
brother, the new count pf Poitou, but it was joined by 
the count of Toulouse, by Henry III. of England, by 
the king of Aragon, who feared the loss of feudal posses- 
sions which he claimed in Languedoc, and by other 
barons of the center and south. Louis did not prove 
himself a great soldier. There was hardly opportunity 
to do that, but he acted rapidly and with decision. The 
count of La Marche, whose intrigues had brought on 
the rebellion, was forced to submit. Henry III. was 
completely defeated after a ridiculous campaign. The 
count of Toulouse was obliged to renew the engage- 
ments which would give his county to the king's 
brother at his death, which occurred a few years later. 
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This was the last attempt of the original feudal baronage The last of this 
to resist the progress of the royal authority. Says ^*" ' 
William of Nangis, the chronicler of Louis's reign : 

* * From this time the , barons of France undertook 
nothing against their king, the anointed of the Lord, 
seeing clearly that the hand of the Lord was with him. ' ' 

But Louis's reig^ was not marked by great additions 
to the royal domain. His part in the formation of acooqueror, 
France was of another sort. Indeed, his conscience 
troubled him regarding his right to all the conquests of 
his grandfather, and in 1259 he gave back to the 
English some of those fiefs in central France, and re- 
ceived in return from Henry HL a renunciation of all 
claims to the other great provinces which Philip 
Augustus had taken from his father, Normandy, Brit- 
tany, Maine, Anjou, and Poitou. He had made the 
preceding year a treaty with the king of Aragon by 
which he had exchanged claims of the French kings 
south of the Pyrenees for some of those of the kings of 
Aragon in Languedoc. These acts are so opposed to 
the traditional Capetian policy that their wisdom has 
been much discussed, but they certainly secured two 
things which Louis regarded as of the utmost impor- 
tance, peace for the present and for the future a legal 
title. 

These treaties may be taken also as typical of his 
character. He is the only king whose title of * * Saint " ^"* * *^** 
has become as firmly fixed in history as that of 

* * Great ' ' for other kings, and to his canonization 
modern criticism has no objection to make. He was 

not a Louis the Pious. He was no tool of the church, j^^^ j.^^^ 
and he resisted bishops and popes with determined c^hariemagne's 
energy when he thought they were in the wrong. But 
he did believe that what was right should always be 
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done no matter what the cost might be, and he held 
himself to fidelity to this principle as uncompromisingly 
as he did all who were under his authority. He would 
punish the highest noble in the land who did injustice, 
but he punished also his own officers whose zeal for the 
king's interests had led them to infringe the undoubted 
feudal rights of the barons. The two great ambitions of 
his life were to make peace and justice prevail every- 
where, and to recover the Holy Land for the Christians 
by another great crusade. 

In the first he was more successful than in the second, 
for not merely did his own subjects recognize his perfect 
justice by bringing to him their most important disputes 
for decision, so that his personal character helped to 
develop the idea of a national supreme court and of the 
king as the fountain of justice, but foreign states also 
laid their disputes before him as a kind of international 
arbitrator.* His crusades, however, were failures r the 
first, from 1248 to 1254, in which he attempted to secure 
in Egypt a footing for the conquest of Palestine ; and 
the second, at the end of his reign, in which he attacked 
Tunis in Africa, persuaded by his brother, the king of 
Sicily, who had his own ends to serve. The age of the 
real crusades was now closing. The ardor for them 
which he felt was, in the case of a reigning sovereign, a 
survival ** which the popes themselves no longer under- 
stood,*' ^s a recent French historian says,f and these 



* The most famous case of this sort was the question laid before him from 
England, as to whether the king, Henry III., should be bound by the arrange- 
ment, called the '* Provisions ofOxford," which the barons had forced upon 
him. Louis decided in favor of the royal prerogative. 

t The same thing was true to a less extent in the case of the nobles, among 
whom in general the crusading enthusiasm lingered after it could no longer 
control the actions of the rulers of Europe. Louis found some difficulty in 
persuading his nobles to go with him. The story is told that at the king's 
court one night, before his first crusade, the lights were suddenly extinguished, 
and when they were relighted, those present were all found to have tne cross 
upon their shoulders. 
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two crusades of Louis's are the last of the series in the 
original sense. 

It was in the development of government machinery 
for the great state which the king of France now ruled 
that the reign of Louis performed its most valuable serv- 
ice to the future nation. On the administrative side, he 
carried the methods which Philip Augustus had intro- 
duced a step farther by the recfular employment of offi- Growth of royal 

ti J A t 1 • fM 1 r institutions. 

cers, called enqueteurSy whose duties were like those of 
the baillis on a larger scale. Louis's object was to see 
that the law was administered and justice done in all 
parts of his dominion, but these new officers became in 
truth most efficient agents of centralization, binding 
all parts of the kingdom to the king, and holding all 
local officers to a strict responsibility. 

But the largest growth in Louis's reign was toward a ^^^^^^ j 
regular system of national courts. If the king's law courts, 
was to be supreme everywhere, the king's courts must 
also be supreme in order to enforce it, and there must 
be more numerous and better organized courts to deal 
with the increasing business. The original king' s court, 
the curia regis ^ was a kind of public assembly of the 
king's vassals and great officers, and it performed all 
kinds of business without distinguishing one kind from 
another. This had been well enough in primitive times, 
but with the recent growth of the state it no longer suf- 
ficed. The first step in advance was to separate different The firet step, 
functions from one another in the business of the court. 
For a time this remained merely a separation of func- 
tions, or more accurately perhaps a classification of 
business. But gradually there came to be a division of 
the court itself into separate bodies, each having its own 
kind of business to attend to. In this way the old curia 
regis divided in Louis's reign — the bodies not becoming 
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sharply distinguished from one another quite so early 
perhaps — into three parts, which may almost be called 
new institutions. There was first the king's council, 
whose function was to advise the king and to look after 
administration. Second was the chamber of accounts, 
whose business was financial, to care for the revenues 
and to provide for the expenses of the state. Finally 
there was the body called the * * Parlement, ' ' which must 
not be confounded with the English Parliament, for the 
French Parlement was wholly a judicial body and not at 
all legislative ; it was the supreme court of France. 

This process of growth was not limited to the devel- 
opment of courts alone. At the same time there was an 
equal development of the law to be enforced in the 
court!?. The thirteenth century was especially an age 
of the study of the law, not alone in France but all over 
Europe. In many countries lawyers made a careful 
study of the feudal customary law which they were fa- 
miliar with in their practice and wrote it down in books 
for reference. In this age also the study of the Roman 
law, which had begun a hundred years before in Italy, 
was becoming general in France. 

These two systems of law, feudal and Roman, though 
they differed on many points, had in common one un- 
derlying theory, very differently expressed bat the same 
in effect — the supremacy of the king. In the Roman 
law the king was the fountain head of all law and justice. 
His will was law. The feudal law recognized the king 
as the source of the public functions which the baron 
exercised. It recognized the right of the baron to his 
own court, but it regarded this as a delegated right 
only, held in fief of the king. The inference was alike 
from either system of law. Under the principles of his 
own feudal law, the baron would find it hard to deny 
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the theoretical right of his subject to appeal a case from 
his court to the king's. 

This right of appeal as a practical right Louis How this 
took every pains to establish and with success. It kfng. 
is not difficult to understand how much this step 
would mean in the extension of the king' s authority in 
the still independent baronies. When the king of France 
asserted his right to entertain appeals from the courts 
of the duchy of Guienne, which the king of England 
still held, he was asserting a real right of government 
over that land. These same principles the king applied 
in still other directions, in limiting very greatly the right 
of private war and in forbidding the use of trial by 
battle in the courts of the royal domain. 

As the reign of Philip Augustus is the first great g^ ^^^^j^ 
epoch in the creation of France geographically, so is absoiute*^^ 
that of his grandson, Louis IX. , the first in the forma- monarchy, 
tion of that strong and absolute government which cen- 
tered everything in the king. 

Philip III. was a king of feeble personality who made . .j. ,.. 
scarcely any impression upon history himself, but the 1270-1285. 
royal authority went on increasing during his reign as if 
an impulse had been given it which drove it forward of 
itself. This seems to have been mainly the work of the 
king's officers who had been trained in the school of 
Louis IX., and who continued to work upon the lines 
which he had laid down and to extend still further the 
application of the principles which had guided his policy. 
The death of Philip's uncle, Alphonso, and of his wife 
without heirs brought in to the domain the great county 
of Toulouse in the south, and the king prepared the 
way for further annexations by receiving the homage of 
the archbishop of Lyons, a city which belonged to the 
German Empire, and by marrying the heiress of the 
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kingdom of Navarre and the county of Champagne to 
his eldest son, Philip. 

In the reign of that son, Philip IV., the Fair, we can 
clearly discern the fruits of that absolutist tendency 
which had now continued without a check for two gen- 
erations. The government of St. Louis, wise and just 
and winning the confidence of France, but thoroughly 
personal and paternal, and that of the royal officers un- 
der his son, already beginning to foreshadow its* later 
character of a machine running by strict rule, prepared 
the way for the iron and tyrannous rule of Philip IV. , 
the first who may be called, in something like the mod- 
ern sense, an absolute king. The character of the king 
himself is a matter of doubt, but there is no doubt at all 
about the character of his reign. It was not the su- 
premacy of justice which was its leading motive, as in 
that of his grandfather, but the supremacy of law, un- 
feeling and unvarying law, and the king*s will. The 
king's leading ministers were all lawyers of the new 
school, thoroughly trained in the Roman law, and the 
controlling purpose of their lives was to realize in the 
French monarchy the fundamental principle of that law 
— the source of all law, of all justice, of all right is the 
will of the sovereign. 

As the reign of St. Louis is especially distinguished, 
on the institutional side, by the development of the 
courts, that of Philip the Fair is by the organization of 
a national financial system. The revenue of the early 
Capetians had been confined to the income of the direct 
domain, the income, it might be called, of the king as a 
landowner ; to the proceeds of fines in the royal 
courts, no inconsiderable source of revenue in feudal 
times ; and to the occasional payments due from their 
vassals. For the small kingdom of the early times, 
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with few expenses in money, with no large corps of 

salaried officers, with no standing army and no extensive 

wars, these revenues were sufficient. But now the 

kingdom had become a great one, numerous officers 

devoted their lives to its service, and the feudal levies 

were insufficient for its wars. These changes all meant 

rapidly increasing expenses, and though the old sources 

of revenue were pressed to yield their utmost, they 

could not supply all that was needed, and new methods New sources of 

of raising money were resorted to — the beginnings of 

modern taxation. Philip made use of indirect taxes 

upon the merchants' goods, occasional taxes on personal 

property and incomes, and he required the barons to 

make payments in money in place of the military service 

due from them. With this increase of revenue, the 

machinery for collecting and expending it underwent 

further organization. Special collectors began to relieve New coUectow. 

the privdts and baillis of this duty, and the treasury 

department, as we might call it, which had begun to 

separate from the older curia regis in the time of Louis 

IX. , was now completely organized by itself and took 

its own name — the Chamber of Accounts. 

It was this financial development — specifically the 
drawing of the clergy into responsibilities for the state's 
revenue in certain cases — that first led to the great con- 
flict which filled so many years of Philip's reign, and 
was so eventful in its consequences, the conflict with the conflict with 
pope, Boniface VIII. But if begun over this particular v°?f. 
question, it was an inevitable conflict. It would have 
risen even if there had been no question of the taxation 
of the clergy. It was at once the sign and the result of 
the extension of the royal government over all France. 
The church must be subject to this government as was 
all the rest of the state. All the Capetian kings had held 
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more or less strictly to this principle, and the later and 
more powerful kings, like Louis IX. and Philip IV., 
were not likely to yield any of the prerogatives which 
their ancestors had exercised. They rather increased 
them, as in this case of the fiscal responsibility of the 
clergy. 

But the pope who was contemporary with Philip was 
The pope's ^ vi\2Si with characteristics like the French king' s own, 
ideas. impcrious, strong-willed, and entertaining the most 

exalted ideas of the supremacy of the pope, not merely 
over the church but over all the powers of the world. 
It was one of the principles maintained by the church 
that the clergy should pay nothing to the state if the 
payment was not sanctioned by the pope. This principle 
had been already greatly stretched in France in favor of 
the state, but Boniface now chose to insist upon it, and 
on Philip's attempt to tax the clergy he issued, in 1296, 
H { bd th his famous bull C/<fr/m /a^V:^^,* which forbade the clergy 
clergy to pay to pay and the officers of the state to receive such taxes 

on pain of the excommunication of both. Philip issued 
soon after, perhaps ih answer to this bull, an edict for- 
bidding all exportation of the precious metals from 
France. This cut off at once all the revenues of the 
pope from the French Church. Boniface yielded ; he 
issued another bull which explained away the first, and 
in the following year he canonized Philip's grandfather, 
Louis IX. 

For a little time there was peace between the two, but 
the course of events in the interval — especially those 
connected with the great jubilee of the year 1300, to 
celebrate the centennial of the Christian era, when many 
thousands from all parts of the Christian world gathered 



taxes. 



* The papal bulls are named from their openine words. They are called 
bulls from tne Latin bulla^ the seal which attested their genuineness. 
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at Rome and Boniface had some reason to look upon 
himself as the head of Christendom — did not tend to 
diminish the arrogance of the pope, and in 1301 the 
conflict again began. The occasion was the conduct of ^^^ second 
a French bishop, Bernard Saisset, who had been conflict, 
appointed papal legate in France. He was a native of 
Languedoc who hated the king on account of the lost 
independence of his country, and in conducting his 
business with the king he made no attempt to control 
his violent passions. Philip finally had him summoned 
before a royal court, accused of lese-majesty. The pope 
at once took up the cause of his legate and issued two 
more bulls, in which he asserted most extravagant claims 
of the superior right of the pope over all temporal 
governments. One of them, the bull Unam sanctam^ 
contains the famous declaration that it is necessary to 
believe that every human being is subject to the Roman 
pontiff. 

In the mean time Philip had taken a step which was 

Philin 

of the utmost moment for the future of France. To summons the 
secure the support of all classes in his resistance to the council, 
papal claims he had summoned to attend a meeting of 
the Great Council of the king not merely the clergy and 
the nobles, who had often met before, but also repre- 
sentatives of the towns and cities, or of the third estate. 
The most absolute king that France had had called 
into existence the Estates General, or legislative as- The Estates 
sembly, in which the representatives of the people sat treated! 
with equal right beside the clergy and the nobles. They 
had as yet but little voice or influence in public affairs, 
but their mere presence in the assembly was full of 
promise for the future. Philip himself could hardly I,ondsToThe 
have appreciated the danger which he was preparing for ^/f-ament. 
his successors, not even when, in 13 14, he asked the 
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consent of the third estate to a levy of taxes upon the 
towns. To him it must have seemed rather a most 
significant proof of his unlimited power that he could 
thus create a new institution, or at least profoundly 
modify an old one, and compel the prelates and barons 
A proof th^ to allow the bourgeois so great a place in the public 
been created, councils. It was a proof also of the unity of France 

and of the existence of a nation ready to support the 
king in the defense of its independence. 

Philip's appeal to the nation met with the response he 
desired. The claims of the pope were rejected, and 
even the French clergy were obliged to yield to the 
national will. Boniface, however, had no intention of 
receding from his position, and it was after this meeting 
of the Estates General that he issued the bull Unam 
sanciam. In the further conflict, the influence of legal 
ideas at the court of Philip is shown by the adoption of 
a plan which was destined to have great results in 
The idea of an another century, the plan of an appeal to a general 
great council of council of the church which would have the rieht, the 

the church. »^ « , .1 

French lawyers said, to try the pope, as a supreme 
ecclesiastical court like the king's Great Council, and to 
determine whether he was legitimately pope or not. It 
was the service of this appeal upon the pope in person, 
with the demand that he should abdicate, the shock it 
caused, the anger and perhaps the fear of actual violence 
— ^though the accusation that the king's friends did use 
blows and physical violence seems to be unfounded — 
that led to the death of Boniface, then eighty-six years 
old, in October, 1303. This was the end of the conflict. 
Boniface's successor was of a yielding .disposition, and 
his short reign was followed by a long succession of 
French popes, who moved the capital of the ecclesiasti- 
cal world from Rome to Avignon, where it was sur- 
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rounded by the territory of France, and who followed i 
in almost everything the dictates of the French king — a 
period of great disorders and abuses in the government 
ol the church, and of decline in the general respect of 



Shuns at Tbovbs. 



Europe for the papacy, known in ecclesiastical history 
as the " Babylonian captivity." 

The great power of Philip was shown quite as clearly The destruction 
in another case — the destruction of the order of the Telnpiar"'*'"' 
Knights Templar. With the close of the crusades, the 
order had withdrawn from the Holy Land and settled 
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down to the enjoyment of its vast endowments in 
Europe. Since then, making use of their wide connec- 
tions, they had been gradually developing a general 
banking business. It was perhaps the desire to seize 
upon their vast wealth, in his financial straits, which 
prompted Philip to act upon the vague accusations of 
sorcery and horrible crimes which were current among 
The order was the people and which received some support from 

looked upon i-i it ci.i >-x 

with suspicion, their Open luxury and the secrecy of their rule. On a 

single day the Templars throughout France were ar- 
rested and thrown into prisons. The trials went as 
the king desired. The grand master and many others 
were condemned and burned, and a large part of the 
riches of the order fell to the king. 

Geographically the growth of France was slight 
during the reign of Philip. The county of Champagne 
was added to the domain in right of his wife and for a 
few years the kingdom of Navarre, and the city of 
Lyons was seized upon and annexed. 

The hereditary struggle with the English Philip took 
up at the beginning of his reign with much promise of 
vigor. Advantage was taken of quarrels between the 
English and Norman sailors to summon King Edward 
before the king' s court at Paris, and when he failed to 
appear, to declare his fiefs forfeited. But both the 
kings "Were too much occupied with other affairs to allow 
them opportunity to fight to an end upon this question. 
Philip made use of Scotland against Edward, and so 
began that long alliance between the two countries 
which had such important consequences both in their 
own history and in that of England. Edward found an 
ally of the same sort in Flanders, and Philip became in- 
volved in a long war with that country, whose resources, 
from the great wealth of its cities, were almost equal to 
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the king's — a war in which, after the French nobility 
had been defeated and slaughtered by the burghers in 
the great battle of Courtrai, he was finally successful 
and seemed to have added French-speaking Flanders to 
his domain. But the annexation did not prove a perma- 
nent one. 

Philip's reign, like St. Louis's, is remarkable for the phiUp's reign 
institutional growth of the state along the lines already ,^t{i(2tStli**^ 
begun. The development of the law and of the courts, 8*^°^'*** 
the introduction of new sources of revenue and the 
organization of the financial system, the creation of the 
Estates General, and, perhaps more than all else, the 
undisguised and constant action of an absolute sovereign 
— these were the chief lines of progress in his time. To 
what results such a growth might have led, how much 
earlier to the appearance of a Louis XIV. , with all the 
state centered in himself, but for the troublous times of 
the Hundred Years' War with England, which followed 
so soon and which postponed through a whole century 
the natural development of the kingdom, it is not pos- 
sible to say. 

It was popularly said in France — perhaps after the 
event — that the erand master of the Templars in dying: jieved that the 

o ^ ^ ^ ^ ^ o kin^ was 

at the stake had summoned King Philip to meet him at punished, 
the bar of God' s justice within a year. At any rate, the 
king's death so soon after the attack upon the Templars 
seemed a stroke of divine punishment for his acts almost 
of sacrilege at which France had shuddered ; and the 
deaths of his three sons, which followed one another in 
rapid succession until the family was extinct, seemed 
the fulfillment of some curse hanging over his posterity. 
The reigns of Louis X., Philip V., and Charles IV. 
together make up but fourteen years. That of Louis reigns, 
X. , of two years, was a time of feudal reaction, and of 
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charters granted by the king conferring provincial 
liberties and exemptions whose effects were long felt in 
France. Philip V. , on the contrary, in his reign of six 
years, represents the tradition of absolutism which was 
now definitely formed and the policy of his father. It 
was a reign of great legislative activity and of the 
development of the new Estates General, and also of 
vigorous attempts to make the king's pioney the cur- 
rency of the nation to the exclusion of that of the feudal 
lords, and to establish uniform weights and measures. 
The reign of Charles IV. , of equal length, contains no 
event of importance. 

This rapid succession of the sons of Philip the Fair 
had served to establish a rule of succession to the French 
crown which has been known in history as the * * Salic 
Law, * ' and which was enforced in the most important 
instance of its application on the death of Charles IV.* 
When Louis X. died he left a daughter only, but a 
son was born to him some little time after his death who 
is sometimes called King John I. , though he lived but a 
few days. This raised the question, which was new in 
the history of the Capetian dynasty, whether women 
could succeed to the throne of France or not. If the 
feudal law of succession to fiefs was to be followed, the 
right of an heiress must be recognized, and most of the 
countries of Europe allowed women to reign. France 
decided otherwise, however, and gave the throne to 
Louis's brother Philip instead. When Philip died he 
also left only daughters, and so did Charles IV. in his 
turn. But he was the last male descendant of Philip 



• In the law code of the early Salian Franks, called the " Salic Law," there 
was a clause which ran like this : " No inheritance of (Salic) land shall 
descend to a woman, but all the land shall descend to the male sex." Just 
what this provision meant, no one knows. But it certainly had no connection 
with the succession to the throne, and did not mean at all what the term 
"Salic Law " was made to mean in the later history of France. 
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IV. , and the question of the succession presented itself 
in a still more difficult form. The nearest heir whose 
descent was wholly in the male line was Philip of Valois, 
son of a brother of Philip IV. , and therefore first cousin 
of Charles IV. But Edward III., who had just come to 
the throne in England, was the son of Charles's sister, 
Isabella, and therefore nephew of the last king. Edward 
III. claimed the French crown on the g:round that thoue^h The claim of 

° . ^ Edward III. of 

a woman might be excluded herself, the title could be England to the 
derived through her by a male heir, and consequently 
that the throne belonged to him because he was one de- 
gree nearer in blood to the last king than Philip of 
Valois — a claim which was not invalidated by the sub- 
sequent birth of Charles the Bad, of Navarre, grandson 
of Louis X.* This was a principle of succession which 
had once beeiii generally recognized, but the law was 
now everywhere turning away from it to the more regu- 
lar principle of succession in the direct line. Edward's 
grandfather, Edward I., had decided against it when 
urged by Robert Bruce as the ground of his claim to the Bnfc?s"da1rato 
Scottish crown. Edward had his claim presented to the 
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* The succession at the death of Charles IV. and the claim of Edward III. 
to the French crown : 

PHILIP III. 



Philip 1 V. (The Fair). Charles of Valois 



of valois 



Lou 



IV.,cl*i328. Isabella. 



IS X. Philip v. Charles IV., d. 1328. Isabella. Philip VI. 

King in 1338. 



Daughters. A daughter. Edward 

III. . 



Jeanne John I. 

of 
Navarre. 



Charles the Bad, b. 1333. 
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assembly which was called to decide the question, but 
the French rejected it, and they could hardly have done 
otherwise. The intense national feeling of the later 
France did not then exist, but there was enough of it to 
render it impossible for the country to accept a foreign 
king as its sovereign, especially when that king repre- 
sented also the hereditary enemy of its own royal 
house. 

The end of the direct succession in the Capetian fam- 
ily is the end also of a natural period in the history of 
France. It was now three hundred and fifty years since 
Hugh Capet became king — a long period, but it repre- 
sented great progress; the virtual creation of France 
both in area and in institutions. Both had grown 
steadily forward, as if under some controlling law of 
growth, uninterrupted either by the weak kings who 
had occasionally appeared, or by the formation of a 
great foreign dominion on French soil by the kings of 
England. The little territory around Paris and Orleans 
— and that hardly under their real control — ^with which 
the first kings had started had now grown into a great 
kingdom, embracing all France north of the Loire, ex- 
cept the two corners, the eastern and the western, and 
south of that river a great stretch of territory down to the 
Pyrenees and the Mediterranean. Flanders, Burgundy, 
Brittany, and Guienne were the only great fiefs left in 
France proper which were still independent or even 
semi-independent. All the rest of France was in the 
king' s hands and directly under his control. The sim- 
ple machinery which had served all purposes in the 
little state of Hugh Capet had expanded, also, into a 
complex system beginning to be clearly differentiated 
into various departments, legislative, judicial, executive, 
and financial, and yet all closely centralized in the hands 
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of the king. It was not merely a great kingdom which 
had been formed but also a real government, though 
it was not yet so perfect as it was to be. In one direc- 
tion not so much had yet been done toward forming the 
modern France, largely because the time when it would 
be possible had not yet come. The intense national 
feeling, the patriotism of the French people, was still in 
the future, and yet even here there was a beginning, as There was a 

1 1 1 * « • • .1 beginning even 

we can see in the stand taken by the nation in the con- of a national 
test between Philip IV. and the pope. The groundwork 
was certainly well laid for the growth of a national con- 
sciousness, and the growth itself had begun. All this 
was the work of these Capetian kings of the direct line. 
No other reigning family in Europe, not even the great 
Angevin family in England, had done so much for the 
country which it ruled. 



feeling. 



CHAPTER IX. 

THE HUNDRED YEARS* WAR. 

With the accession of Philip of Valois, Philip VL, 
13^^1350.' a very different period opens in the history of France 

from the one which precedes it. It is known as the 

Hundred Years' War with England, though it really 

Years' War. lasted Something more than a century — ^a period of great 

suffering and disaster, in which at times the growth of 
the state was checked and the royal authority seemed 
about to be destroyed forever, and once at least thfe 
nation seemed on the point of actual conquest by the 
foreigner. 

It is not necessary for us to attempt to settle the 
anew^riod'in question whether the blame for beginning this long war 
fo^the compie-^ rests upou Philip or Edward. It is much more impor- 
uono ranee, t^nt to recognize the fact that it was an inevitable war. 

If Louis VI. and Philip Augustus found it necessary to 
make war upon the English in the interests of France, 
just beginning to be, much more would a king of 
France, so nearly completed as it now was, be unable to 
rest satisfied while such large provinces still remained in 
foreign hands, and France itself, indeed, would now be 
able to share the feeling. Nor could any king of Eng- 
land be expected to do otherwise than to defend these 
provinces most obstinately. Other causes of quarrel 
were there in abundance: Especially decisive in bring- 
ing on the war was the peculiar position of Flanders. 

The counts of Flanders held most of their territory as 
one of the great fiefs of France, and the remainder from 
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the German Empire. It was the part of northern pian§|rs?n 
Europe where manufactures had received the greatest ^^r^*"^ °" ^^^ 
development, and consequently where there were the 
most numerous and the largest cities, filled with rich 
burghers, proud of what they had gained and extremely 
tenacious of their liberties. Such a community was not 
likely to get along well with a feudal ruler of the old- 
fashioned sort, and for half a century now there had 
been almost constant trouble between the citizens and 
the count. The count naturally looked to his suzerain 
for aid, and, as naturally, the king of France sym- 
pathized with the count and gave him aid when he 
could against the cities. Philip VI. had opened his 
reign by winning the victory of Cassel, with terrible 
slaughter of the burghers, and had restored the count 
to power. 

On the other hand, in Flanders trade and busi- 
ness considerations were beginning their activity as 
political forces, and the burghers, by influences of this 
sort, were closely bound to England. That kingdom England neces- 
stood then in much the same relation to Flanders as that deire.^° ^^*°" 
in which our southern states stood to England at the 
opeiiing of our Civil War. England was the chief 
source of wool — the most important raw material of the 
Flemish manufacturers. Without English wool, the 
looms were idle and the workmen out of employment. 
Here was a state of things which might at any moment 
have brought on war between France and England. 
Commercial reasons, however, could hardly lead to a 
hundred years' war in that stage of the world's history, 
and it is doubtful if Edward would ever have taken the 
steps which he did if he had not become convinced that 
Philip was determined to deprive him of the remaining 
English fiefs in southwestern France. The interesting 
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Story of Robert of Artois*s share in bringing on the war 
may be dismissed to the limbo where modern criticism 
is sending all the stories of petty causes for great wars. 
Edward was not the man to be greatly influenced either 
HewasaccQMd by the arguments used or by the opportunity offered by 
sorcery. a friendless fugitive from French justice even if of the 

blood royal. 

In 1336, the count of Flanders, acting for his own 
interest, as he thought, ordered the arrest of all the 
English merchants in the country. Edward at once ar- 
rested the Flemish in England and stopped the exporta- 
tion of wool. This very naturally aroused the cities of 
Flanders, who took matters into their own hands, under 
the lead of James van Arteveld, and made an arrange- 
ment with Edward by which commerce was reopened. 
The successful attack" of Edward's fleet upon the French 
blockading force on the coast of Flanders was the first 
open fighting of the war. 

Edward took advantage of these relations with Flan- 
ders to make his first invasion of France through that 
country. In the summer of 1338, he landed there with 
his army and found welcome and many professions of 
friendship from the Flemish burghers, but little real aid. 
He hired many allies among the German princes of the 
Rhine Valley, and received the empty tide of Imperial 
Vicar from the emperor, Lewis IV., who was at that 
time carrying on a bitter conflict with the French pope 
at Avignon. But he got no help of practical value from 
any of these sources. His invasion of northeastern 
France was hardly more than a parade. Philip's ad- 
vance against him was a mere parade also. Neither 
seemed to be willing to risk a battle, and Edward re- 
turned to England having gained nothing. The only 
permanent result of the campaign was the title of King 
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of France, which Edward had formally assumed at the 
instance of his Flemish allies, in order that, as they said, himself Khjg 
they might make war upon Philip VI. without commit- 
ting treason against their suzerain. 

Edward's next invasion of France was on the western _^ 

, The war in 

side, through Brittany, where a civil war had broken Brittany. 
out over the succession. Duke John III., who had just 
died, had left no direct heirs, and the succession was 
claimed at once by his half brother, John pf Montfort, 
and by his niece Jane. Jane was married to a nephew 
of King Philip, who declared in this case against the 
Salic Law by virtue of which Jie himself held the crown, 
while Edward took up the cause of John and demanded 
the exclusion of women. This campaign led to no 
more important results than the first, and ended like 
that with a truce between the two kings. 

It was only in 1346 that the great war really began, 
between England and France direcdy, with the invasion invades 
of Normandy by Edward III. One of the chief objects **""*" ^' 
which he had in view in this campaign seems to have 
been the capture of some port on the French coast 
which would serve at once as a landing point for any- 
later invasion and as a means of protecting the English 
commerce of the channel against the French privateers 
which were a most serious hindrance to it. After some 
looking about in the west of Normandy where he had 
landed, he evidendy fixed upon Calais as the best situ- 
ated for his purpose, and began his march for it along the 
coast. When he reached the Seine he found that the 
French had destroyed all the bridges to prevent his cross- 
ing, and he was obliged to march up the river nearly to 
Paris before he succeeded' in getting across. Then he 
turned directly for Calais, but Philip pursued him with a 
great army, and at Cr^cy Edward determined to fight. 
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The famous battle of Cr6cy illustrates well the great 
difference between the English and the French armies 
which was of such vital importance through the whole 
of this war. The English army was small and com- 
posed for the larger part of footmen, but they were men 
highly trained, confident in their own skill and ability, 
and armed with the terrible national weapon, the long 
bow, whose effects as recorded in contemporary ac- 
counts we can hardly credit. The French was a feudal 
army, large, loosely organized, and hardly under con- 
trol, and filled with contempt for an army of foot 
soldiers, who must be peasants they thought — ^a con- 
tempt which their recent victory at Cassel over the 
Flemings had done something to increase, if not to jus- 
tify. One reason why France suffered so many defeats 
in this war was because she was fighting in the old 
feudal style against more modern tactics and against a 
weapon almost as effective as the modern musket. 

As the French army came in sight of the small Eng- 
lish force posted on the little hill at Cr6cy, they must 
have felt only contempt for it, for Edward had made his 
horsemen dismount, so that it must have seemed to the 
French a force of foot soldiers only. They probably 
felt sure that they could sweep it off the field with a 
single charge, but they hardly got within striking dis- 
tance. Their defeat was complete and the slaughter 
great, though probably the numbers which are given us 
are exaggerated. This victory cleared the way for the 
long siege of Calais, which Edward finally captured, and 
which remained for a little more than two hundred years 
an English port, of the greatest value to English com- 
merce. 

This was the end of the war so far as Philip was con- 
cerned, for he died in 1350 and was succeeded by his 
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son John. One stroke of better fortune in the reign of 
Philip must be mentioned. The dauphin of Vienne, J"*"" '^ 
whose lands were a part of the old kingdom of Bur- 
gundy or Aries, and therefore tielonged really to the 
German Empire, being without heirs of his own, sold 
his territories to the king of France on condition that 
they should always be regarded as a provision for the why the ci 
kings' eldest sons in succession. From this time to the ™»' 
Revolution the heir to the French crown bore the title 
of Dauphin. 

King John is known in French history as John the .^^ ^ ^^^ 
Good, but this title does not mean "the good king," ting; for it 
but rather, as it has been expressed, "the good fel- 
low." He was prodigal and careless, but his worst 
fault was one that he shared with 
his father, he was thoroughly a 
feudal king — more feudal, they 
have been called, than the first 
Capetians — or to put it more ac- 
curately, perhaps, he was too com- 
pletely a product of his own time, 
the time when chivalry was flour- 
ishing upon the decay of feudalism. 
A king of this sort, even if he may 
have sufTered some injustice from 
historians who have not understood 

, . , , , John thb Good. 

him, was not the man to lead 

France wisely through the difficulties which surrounded 

her. He rather increased them, even with the best of 

intentions. 

In connection with the reign of John, we think first of Baiiieof 
all, and very naturally, of the great victory of Poitiers ™"*"- 
which the Black Prince won in the center of France, in 
1356, over a vastly larger French army-— an even more 
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complete victory than that of Cr6cy, in which King 
John was taken prisoner, to spend the most of his re- 
maining years in London. But this victory, brilliant as 
it was, was by no means the most important fact of 
John's reign. These great English successes, at Cr6cy 
and Poitiers, were of but little permanent value to them. 
They were no nearer to the conquest of France than 
before. Every hilltop had its fortified castle, and by far 
the larger part of the war was occupied with the siege 
of one of these places after another, and the capture of 
any one gave possession of only a square mile or two. 
This feature of the war is strikingly evident in the 
chronicles of Froissart. The conquest of a country, 
such as France then was, by an invading army provided 
with no better siege appliances than the time afforded, 
was a practical impossibility. The English might gain 
such victories as these whenever the French would fight 
them in the open field, but it was not conquest. 

It is easy to realize what France suffered from such 
campaigns. Almost every part of it, at one time or an- 
other, was the scene of an English invasion. An Eng- 
lish army, which could not hope to hold the country, 
made it its business to leave a desert behind it. Every- 
thing in the open country which could be reached was 
destroyed, villages were burned and immense quantities 
of plunder carried of! to England. So great was the 
desolation created by these and related causes that some 
of the later English armies found themselves in danger 
of starving. In the intervals between the foreign at- 
tacks, civil war raged almost incessantly, either between 
great parties in the state or on account of the local feuds 
oi the nobles, for private war revived again in this 
period of disaster as if it had never been checked. 
France was still mainly a feudal country, that is, a coun- 



The Hundred Years' War. 115 

try of fragments, for though the kings had succeeded in 
uniting nearly all of it under a single rule, time enough 
had not yet elapsed for the old lines of division to dis- 
appear and a real unity of feeling to grow up. The 
last period of this war was to do much to create such a 
unity, but in the beginning France easily fell apart 
again when the central government was weak or em- 
barrassed, and the old jealousies and strifes awoke. 

Two other causes of disorder peculiar to the war 
added not a little to the suffering. One was the * ' great employment, 
companies,** or **free companies,'* as they were 
called, bands of mercenary troops, the first beginnings 
of regular paid armies, who in the intervals of peace were 
thrown out of employment and took to plundering and 
ravaging the land on their own account, even putting 
strong cities to ransom. The other was the insurrec- 
tions of the peasants in parts of France. They were, of peasants added 
course, more directly exposed to the ravages of war ^°' ^ 
than any other class, and sometimes in mere despair 
they seized upon any arms they could find and followed 
the example of plunder and destruction set them on 
every side. The greatest and most famous of these in- 
surrections, the Jacquerie, in northeastern France, seems The jacquerie, 
to have had scarcely any reasonable purpose. It was a ^^^^' 
blind raging of wild beasts bent on vengeance and on 
making the upper classes feel something of the miseries 
which they had had to endure. But it was easily put 
down. The English nobles joined the French against 
it in the cause of their class. 

Add to these causes of suffering the pestilence called 
the Black Death which swept over Europe in the reign The Black 
of Philip VI., visiting all countries impartially with its 
fearful destruction of life, carrying off in some places 
nearly or quite one half of the population, and one may 
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begin to understand how in many parts of France the 
country fell back into wilderness, how grass grew in the 
streets of Paris, and wolves howled in its suburbs. 
The most permanent eflect of this period of the war 
Ifk'c'^sii"'''* "P*^" '^^ future of France was the retarding of its eco- 
luiionai change nomic development through this great destruction of life 
and property. But certain events in the reigns of Philip 
and John are of 
peculiar interest for 
the prombe which 
they gave of a com- 
plete change in the 
constitutional de- 
velopment of the 
country, and from 
the fact that they 
are without a par- 
allel in any other 
part of French his- 
tory. 

The necessities o! 
the war placed of 
course a great finan- 
cial burden upon 
the French govern- ' 
ment. It was en- 

KOBLES UNDEH JOBM THB GoOD. . , 

tirely unable to meet 
it with the ordinary resources of the state. Income must 
in some way be increased. It was important to the 
n"eces5ii!«'of' government that the new taxes should not merely be 
i^egovern- iinpofied but paid, and the best way to secure this result 
seemed to be to obtain in advance the consent of those 
upon whom the taxes would fall. To get this consent 
appeal was made to the institution which Philip IV. 
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had created and Philip V. developed — ^the Estates Gen- 
eral. Frequent meetings of the Estates were held for 
this purpose, sometimes of the whole kingdom, but 
more often of the separate provinces, or of larger parts 
of the country. But these assemblies seemed strangely 
indifferent to the financial needs of the king, and far 
more interested in the numerous abuses which prevailed 
in the state, and they occupied themselves in demand- 
ing reforms and changes in the methods of government, 
as conditions of grants of taxes, as if they were hold- 
ing meetings of the English Parliament and engaged in 
making the English constitution: 

This process had begun in the reign of Philip VI. , Reforms de- 
but it reached its climax in the reign of John, just [h|"Esta?^ 
before and just after the battle of Poitiers. The Estates General. 
General of 1355 demanded that the tax which they voted 
should be collected and paid out by officers responsible 
to them alone, and that they should meet in the follow- 
ing year to control the collection and to examine the ac- 
counts. They demanded further that the army should 
be organized and paid by their representatives, that the 
currem:y should be reformed, and that the people should 
have the right of resisting with fore? even the royal offi- 
cers, if they attempted any unauthorized acts. After 
the battle of Poitiers the assemblies became still more 
revolutionary, and the people of Paris, under the lead of 
the provost of the merchants, Etienne Marcel, took a Etienne Marcel 
leading part in the movement. The demands of these 
assemblies, which were accepted by the dauphin, who 
was now acting for his father, were embodied in the 
** Great Ordinance*' of 1357. By this ordinance, a tax 
was granted upon all orders for a year, to be collected 
and expended under the direction of the Estates. The 
Estates were to meet three times a year, even without 
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the royal summons ; the king's council was to be reen- 
forced by members of the assembly ; the royal domain 
was to be restored to its condition under Philip IV., and 
further alienations were forbidden ; the law courts were 
to be reformed and justice better administered ; private 
war was to be suppressed and all classes allowed to bear 
arms ; and no changes were to be made in the currency 
without the approval of the Estates. 

This ordinance represents the highest point of success 
reached by this movement. The frequent meetings of 
the Estates undermined the public respect for them, and 
their alliance with the Parisian populace, an even more 
revolutionary element than themselves, and showing 
even at this early date many of the characteristic features 
of later Parisian mobs, with their revolutionary caps and 
their street barricades, still further reduced their influ- 
ence as a national body. The movement fell, into the 
hands of Marcel and of Charles the Bad of Navarre, the 
grandson of Louis X. , and allied itself with the revolted 
peasants, and even stood ready to sell the country to the 
English to gain their support. Marcel was finally killed, 
and the dauphin Charles was able to regain possession 
of the capital. 

But Edward III. was now ready for peace. He had 
gained no important success since the battle of Poitiers, 
and if he could obtain secure possession of the old Eng- 
lish lands, he stood ready to yield his claims on the rest 
of France. After long negotiations the treaty of Br6- 
tigny was concluded, which was to be a permanent 
peace between the two countries. Edward gave up his 
claim to the French crown, and received in full sov- 
ereignty, no longer under any feudal dependence upon 
the king of France, nearly the whole of the old inheri- 
tance of Eleanor, including Poitou and lands that had 
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now long been French. King John was to be released 
from captivity, and his ransom was fixed at three million 
crowns payable within six years. It was in reality hope- 
less for France to try to raise such a sum of money, and 
finally, on the escape of one of his sons, who was held 'f^'^i^ 
as a hostage for the payment by the English, King John, }''^'5V^''; 
in the true spirit of chivalry, of which he thought so 'o Paris. 
much, returned to London, where he died in 1364. 

The English would have been very glad to consider 
the treaty of Br^tigny a permanent arrangement, but kin|™'""''°* 
King Charles was 
an entirely different 
kind of man from 
his father, and for 
him it was only a 
breathing space 
during which 
France might re- 
cruit her energies 
for a final effort to 
expel her enemies. 

King Charles V. 
is known in history 

as Charles the Wise, fJ^'i'^Y' 

and the title is as 
deserved as such 
titles ever are. He 
was not a great 
soldier or a knight 

like his father, but he was a diplomatist, dispassionate 
and skillful, a good judge of men to carry out his plans, 
and of times when they should be attempted. The 
great object of his life was to restore France to its old 
position, and in this he was in large measure success- 
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ful. Bertrand du Guesclin, his most trusted com- 
mander, is popularly better known than the king. Of 
the minor Breton nobility, poor and misshapen, he at- 
tracted the attention of the king by his military talents 
and was raised to high commands, usually held only by 
the great nobles, but his successes fully justified the 
king*s confidence. 

In the interval of peace after the treaty of Br^tiguy, 
civil wars in the kingdom of Castile came to the aid of 
King Charles. They enabled him to get rid of the 
' * great companies ' * whose presence was so injurious to 
the country, and they involved Edward the Black Prince, 
hTvofved^n"^^ ^^^ ^^^^ ^P ^^ cause of Peter the Cruel, in exhausting 
Spain. military expeditions which led to no good results, but 

which compelled him to lay heavy taxes upon his French 
subjects. As soon as Charles believed that he was pre- 
pared for war, he began to listen to the complaints 
which Edward's Aquitanian vassals were sending to 
Paris against his demands for money. He summoned 
Edward before the court of peers, and Edward answered 
that he would go, but with his helmet on his head and 
sixty thousand men at his back. 

In the war that followed, the French adopted new tac- 
tics against their enemies. They refused to allow the 
English the advantage which they seemed always to 
have in pitched battles, but let them exhaust themselves 
in expeditions which accomplished nothing, while they 
watched their march closely and cut of! all stragglers, 
made sudden attacks when opportunity favored, and re- 
duced one strong place after another, often with the aid 
of the local lords or of the inhabitants. Edward the 
Black Prince, worn out with disease and disappointment, 
soon went home to die, after his useless and unworthy 
massacre of the people of Limoges. Edward III. was in 
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his dotage, no longer able to direct the war. King The English 
Charles would grant only short truces, as suited his pur- frS^aWSiic^ 
pose, and before he died the English possessions were 
reduced to a few strong towns along the coast and the 
territory which these commanded. 

In the internal government of the country, Charles V. charies also 
was as wise and as successful, at least in the interests of ?oyai"power? 
the royal power, as in the war with England. He knew 
from his early experiences the danger to the king's 
authority which the Estates General presented, and he 
called them together only when necessity demanded and 
then he held them well under control. The great work 
of his reign was in the development of a national system 
of taxation and in the organization of the army. He 
brought the public finances into order once more, regu- 
lated the system of collection and accounts, fixed the 
forms of taxation and introduced new kinds of taxes, and, 
most important of all for the future, he acted upon the ^^t' s^ep ^^^ 
principle that a single grant of a tax conveyed a per- {?2ry'taxaUon 
petual right of collecting it, and so prepared the way for 
the independence of the king, in the matter of taxation, 
of all control by the national legislature. 

In the military organization, the old feudal force al- The military 
most entirely disappeared, it did disappear completely forme'd,^^ 
as a main reliance for the public defense. For a long 
time past, from even before the beginning of the 
Hundred Years' War, the practice had been coming 
into use of paying the nobles for their military services, 
and now this became the fixed rule. The noble was 
paid for all that he did, for garrisoning and repairing 

1* ^1 jxjrj*i_* ijsoas to destroy 

his own castle even, and for deiendmg his own lands, the military 
But this, of course, necessarily implied the denial of the dai"system! ^"' 
foundation principle of the feudal system — fiefs and 
privileges as payments for services to the state — and 
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it was also a recognition on the part of the baron 
who accepted the new kind of payment of the full 
right of the king to command. On this principle Charles 
ordered the destruction of a large number of castles 
.which contributed nothing to the defense of the king- 



dom. The nobles who served in the field appeared 
there no longer as feudal lords at the head of their 
retainers, but they were organized into companies 
under the command of royal officers who might be 
nobles of very inferior rank. At the same time and in- 
dependently of these companies, the standing army be- 
gan in the introduction of regular bodies of paid troops, 
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officered by the king and entirely under his control. 
The military revolution was made still more complete by 
the introduction of gunpowder, which made its first ap- 
pearance near the beginning of this war, and came into 
regular use during its course. 

Thus, in the midst of this great war, so full of unparal- 
leled disasters for France, after the reigns of two feudal 
kings and the apparent dismemberment of the kingdom, 
came the reign of a sovereign who almost expelled the 
English from France, and who advanced the power of The great 

services of 

the royal government almost more than any of his pred- Charles v. in 

^ , , fit developmeHt of 

ecessors, or at least prepared the way for such an ad- France, 
vance, who established principles which would free the 
king from financial dependence upon the Estates Gen- 
eral, and thus deprived the nation of the most effective 
weapon which it could use in the formation of a consti- 
tutional government, and who took from the barons 
their only useful service to the state, deprived the feudal 
system of all reason for being, and gave to the king the 
entirely independent control of an army of his own. 
His reign is of even more importance than this in the 
history of the growth of the French nation. For it came 
after forty years of disaster, and just before another 
forty years of still greater disaster and anarchy. It gave 
France a generation of recovery, and it strengthened 
the hold of the king's absolute government on the habits 
and ideas of the nation in the middle of a long period 
which threatened to destroy it. Charles V. is not so 
picturesque a figure in history as the great kings of 
chivalry, John, or Edward, or the Black Prince. But 
he was a far more useful sovereign of his country. 

The next reign was in marked contrast to that of chariesvi., 
Charles the Wise. It was another period of great ^380-1422; 
national disasters, due in this case, however, to civil 
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strife rather than to foreign invasion. Cliarles VI. was 
only eleven years old at his father's death and the gov- 
ernment fell into the hands of his uncles, the Sires de la 
FUur de Lis, or Princes of the Lilies, as they were 
called, men utterly selfish, ready to sacrifice the interests 
of the crowd or of the nation to gain their personal ends. 
The principal one of these was Philip, duke of Bur- 
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gundy. When the old line of the dukes of Burgundy 
died out, in the reign of John, instead of following the 
hereditary Capetian policy and adding that great duchy 
to the domain of the crown, that king, as a genuine 
feudal king, had reestablished that fief in favor of .his son 
Philip. The probable speedy extinction of a number of 
the great baronial or princely families in the Low Coun- 
tries had suggested to the ambition of Philip the union 
of these lands under his rule — possibly he foresaw the 
dream which his descendants cherished of a restoration 
of the old kingdom of Lothaire between France and 
Germany. He had himself married the daughter and 
heiress of the count of Flanders— "the richest land in 
Christendom" — and was steadily directing his policy to 
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the enlargement of his power in that direction. Just 
now the cities of Flanders were in successful revolt 
against the rule of the count under the lead of Philip 
van Arteveld, the son of James. To put down this in- 
surrection, the duke of Burgundy made use of his influ- 
ence over the king, and it was with a royal army that Defeat of the 
the great victory of Roosebek was gamed, m which 
thousands of Flemings and their leader, Philip van 
Arteveld, were slain. This victory also put an end 
to the popular movement in Paris and some other 
French cities, which had begun in resistance to the 
heavy taxation of the time, and to which the princes had 
been temporarily forced to yield. 

When Charles VI. reached the age of twenty he dis- Early eovern- 
missed his uncles and took the government into his own yf"' ° charie« 
hands. For a few years there was great hope of good 
government. The king restored to power the ministers 
of his father and gave them free hand for legislation and 
reform. But Charles's mind had never been strong and 
his health was declining. Finally, in 1392, on a long 
Aiarch in the heat of summer, he was suddenly seized 
with violent insanity and killed four of his attendants be- Jlme^Tifsane. 
fore he could be mastered. From this time forward he 
had only occasional lucid intervals, growing shorter and 
less frequent as he grew older. His uncles at once re- 
turned to power, and the king was always used as a 
puppet by some one to the end of his life. 

The king' s brother, the young duke of Orleans, now 
came into prominence as the chief rival of the duke of p^Ses7oJmed. 
Burgundy. He was a brilliant prince, but probably as 
selfish as his uncle. Gradually France divided itself 
into two parties under their lead : that of the duke of 
Burgundy, who had now become count of Flanders and 
made peace with the Flemish cities, represented a more 
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popular element, the people of the towns, while that of 

Orleans was the aristocratic party. 

In 1404, Duke Philip died and was succeeded in his 

plans and ambitions by 

his son John the Fear- 
less. The young duke 

found himself less able 

than his father to bear 

with patience the 

rivalry of hb cousin, 

and the duke of Or- 
d'k"'7ori"'^ leans was murdered in 
'407- Paris while on his way 

to call on the king. 

His death did not, 

however, destroy his 

party. It found new 

leaders and was fre- 
quently called from 

now on the party of 

the Armagnacs, from 

one of these leaders, 

the count of Arm^- 

The Annas- 

naca. nac, whose daughter 

was married to the new 
duke of Orleans, the 
son of the murdered 
duke. Duke John of 
Burgundy, who boldly 
acknowledged his re- 
sponsibility for the 
murder, was in posses- 
sion of Paris, and the 
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dislodge him. The artisans of Paris were strongly on 
his side, and the city fell under a new mob rule, that 
of the Butchers it is called, or of the Cabochians, from J*^® "{J? o^*^« 

' ' Cabochians, or 

the name of one of its leaders, Caboche. There were Butchers, 
better elements in the party, however. The University 
of Paris — which was just at that time taking a leading 
part in settling the great question which was agitating 
the Christian world of how to reunite the church, 
divided in the Great Schism between thQ pope who 
ruled at Rome and the pope who ruled at Avignon 
— the university was on the side of the people. At a 
meeting of the Estates General in 141 3, the ordinance 
known as the Cabochian Ordinance was adopted, de- ^^^^ ^^^. 
creeing a long list of reforms relating mostly to the reform, 
national offices and revenue. But it was rescinded within 
a few w.eeks. A sudden reversal of popular feeling, 
so common in the history of France, restored the Ar- 
magnacs to power and undid all the work of the Bur- 
gundian party. This was the situation — civil war be- 
tween two great parties in France — ^when the English in- 
vasions were renewed. 

During all the reign of Charles VI. up to this time the 
war with England had continued in form but with no tent war with 
real results for either side. There had been an alterna- 
tion of truces and of declarations of war, with threats of 
invasions and of great deeds, but both countries had 
been too fully occupied with their domestic troubles to 
be able to take up any foreign war with vigor. The 
strength of France had been spent in civil conflicts. In 
England, at the end of the fourteenth century, a revolu- 
tion had dethroned Richard II. and made king in his 
place the Lancastrian Henry IV. Henry had had too 
much to do in strengthening his hold upon the crown to 
undertake a serious invasion of France, and later when 
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he felt more secure he had been deterred by his own ill 
health. But now the young Henry V. had come to the 
throne with a united England behind him and full of 
ambition. Whatever we may think of the motive which 
led Edward III. to assume the title of King of France, 
there can be no question but that Henry was led to do 
so chiefly by ambition and the desire for conquest. 

It was certainly a favorable moment. The burden of 
defending the kingdom might be expected to fall upon 
the Armagnacs, who had possession of the capital and 
the king, while it might be hoped that the Burgundians 
would stand aloof and watch the result. So at least it 
turned out. Henry landed in the west of Normandy 
and repeated almost exactly the campaign of Edward 
III. which led to the battle of Cr6cy. Agincourt was 
another battle of the same sort, in which a great army of 
the French chivalry was defeated and slaughtered by a 
little English force. The loss fell chiefly on the Ar- 
magnacs, but they were still strong enough to retain 
possession of Paris and of the king, though the duke of 
Burgundy strove to drive them out. After the battle, 
the English began the slow process of capturing the for- 
tified places of northern France to make their occupation 
complete, and, thanks to King Henry's interest in the 
improvement of siege cannon, they were steadily suc- 
cessful. In 141 8, treason gave to Duke John possession 
of Paris and of the person of King Charles. The queen 
had joined him some time before, but the dauphin was 
with the Orleanists and firmly opposed to the Burgun- 
dians. In the following year, the duke was persuaded 
to an interview with the dauphin on a bridge at Monte- 
reau and murdered at his feet. 

This murder was the turning point in this period of 
French history. For years it seemed to have been the 
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death of French independence as well as of the duke of 
Burgundy. The new duke immediately entered into an The Burgun- 
alliance with the English, in which the king and queen English. 
of France were joined. The treaty of Troyes was signed 
between them. It provided that Charles VI. should be 
recognized by Henry as king as long as he lived, but Troyra °May, 
that on his death Henry should become king of France, '^^' 
and the two kingdoms have henceforth one king. As 
soon as the treaty was concluded Henry married the 
princess Katherine, daughter of Charles VL 

Henry V. never became king of France, however. 
He died a few weeks before the death of Charles, leav- 
ing his son Henry less than a year old. When Charles 
died Henry VI. was recognized by the Burgundian 
party as king of France. The dauphin Charles was chariesvii., 
with the Orleanists still, and had as yet given no evi- '^^^'^ '* 
dence of his ability to rule. He had in his possession 
only the territory south of the Loire, and not the south- 
western portion of that, while all the rest of France was 
in the hands of the English and the Burgundians. The 
regency of France was offered by the English to the 
duke of Burgundy but refused, and the little king^s The duke of 
uncle, John, duke of Bedford, became regent, while an- fo?iienr7^lL* 
other uncle, Humphrey, duke of Gloucester, the evil 
genius of England in this crisis of her history, was made 
protector of England during the absence of the duke of 
Bedford. Bedford was a man of very unusual political 
skill, and if abilities could have done it, he might have 
maintained the English rule in France. But the tide 
was now on the point of turning and all things were to 
work against this unnatural conquest. 

This did not seem to be the case at first, however. 
Th^ English continued to advance and soon laid siege orilanau 
to the city of Orleans on the Loire, which was the key 
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to the territory still held by the dauphin. If Orleans 
fell, apparently nothing could hold back the English 
from the conquest of all France. And the fall of Or- 
leans seemed certain. Attempts to relieve it had not 
been successful. The besiegers had drawn 
a line of fortifications around the city to 
make the blockade complete. An attempt 
^ made by the French to cut off a great 
B supply train coming to the English, loaded 
u chiefly with dried herrings, had been a com- 
B plete failure and had "added ridicule to the 
i misfortune of France. " So hopeless 
E" seemed the future that the dauphin and his 
"^ friends were discussing the plan of abandon- 
S ing France to its fate for the present, and 
o taking refuge in Scotland or in Spain, Then 
g it was that the tide turned. "It was one 
J of those points where history has ap- 
< proached most nearly to the miraculous." 
If not miraculously moved herself, the re- 
sults which Joan of Arc accomplished cer- 
tainly seem miraculous. 
Born in a village on the eastern edge of France near 
the borders of Burgundy, of a family of well-to-do farm- 
ers, Joan had passed her childhood where she saw 
much of the civil strife which was the curse of France, 
and was made to realize from constantly recurring 
scenes around her the sufferings of the whole country. 
Of a deeply religious nature and with a firm confidence 
in the goodness of God, she came to believe that it must 
be his will that these sufferings should cease, and finally 
that she was herself divinely called to bring them to an 
end. With her impressionable nature, she no doubt 
heard, as plainly as she heard the bells of the churches. 
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the voices which called her to this duty. It was with 
much difficulty, however, that she persuaded others of 
her mission. But at last she succeeded. Admitted to 
the presence of the dauphin, she convinced him of her 
supernatural knowledge, and though his favorite, La 
Tr^mouille, put every possible obstacle in her way, she 
overcame them all. 

It was this which France was waiting for, leadership ; she gives 
something which would restore confidence and merely the nation. ^ 
start the current of success. The popular feeling was 
already prepared for it. Many signs had been seen of 
late that the inhabitants of those parts of- France Which 
the English held were ready to strike for deliverance. 
It was the beginning of a truly national feeling, of pa- prance is now a 
triotism, of the consciousness that all France was one, Sfgas weiPas 
and that the Frenchman could not submit to any foreign *° territory. 
dominion. The birth of a genuine national feeling was 
a greater achievement in the making of the French na- 
tion than any which the Capetian kings had yet accom- 
plished, but it was their work, the bringing of the frag- 
ments together under a single government, which had 
rendered it possible, and it was the effort of their most 
dangerous foe to undo this work, and to restore the old 
condition of disunion, which called forth the first strong 
outburst of this which is henceforth the deepest of all 
French feelings, the love of the nation and pride in its 
achievements. And this it was which gave to Joan the 
success which she gained, the new feeling of confidence, 
and determination, and enthusiasm which her leadership 
aroused, the belief that God was once more on their 
side. It was not her military skill, for she displayed 
none. She simply led, and France freed herself. 

Joan first advanced against Orleans, and the English joan's 
were instantly driven from their strong position. She s»»ccess. 
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then set out on what she declared to be her special mis- 
sion, to lead the dauphin to Rheims to be crowned, and 
though the task seemed to be impossible, she accom- 
plished it without a check. On the 6th of March, 1429, 
she had first appeared at the dauphin's court, on the 
17th of July he was crowned in Rheims as King Charles 
VII. Joan's mission was now accomplished, and she 
seemed to be conscious of the fact herself, but for some 
reason she still remained with the army, though she 
gained no more successes. In May, 1430, she was 
taken prisoner by the Burgundians, and by them sold to 
the English. 

To whom is to be assigned the heaviest guilt for the 
death of Joan will perhaps never be determined. The 
English, certainly, must bear a large share of it, for 
whether they urged on her trial or not, they certainly 
could have prevented it. But Charles must share the 
blame with them, since it is now evident that he could 
have freed her by exchange if he had really desired to 
do so. Her execution was certainly a great blunder on 
the part of the English. Their best policy would have 
been to have sent her back to the French as a free gift if 
they could not exchange her. Her work was really 
over and she could have won no further success. They 
did what was needed to restore her leadership ; for the 
words which legend puts into the mouth of an English 
soldier, **We have burned a saint," were at least pro- 
phetic of the future fact. They had burned a peasant 
girl whose work was .done, but they had made for the 
new French nation a martyr and a saint. 

From this time on the progress of the French arms 
was constant though it was slow. It was a war of 
sieges rather than of battles — the new French policy was 
to refuse all battles unless upon their own terms — ^and 
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it was interrupted now and again by truces with the 
English. But it was on the whole a steady advance 
under excellent leadership. In more than one impor- 
tant city the burghers rose upon the English garrison 
and compelled them to surrender when the French ap-. 
peared. In 1431, the duke of Bedford died, and hence- 
forth the English were ruled by divided councils, end- 
ing in bitter party strife, the immediate forerunner of 
the War of the Roses. 

In 1435, the treaty of Arras was concluded with 
the duke of Burgundy, by which he returned to the Burgundy 
French side, though he set his price high — the cession English. 
of many cities in the valley of the Somme, and the 
full sovereignty of his territories during his lifetime. 
In 1436, Paris was recovered. In 1449, Rouen was 
taken, and in the next year all Normandy freed. 
In 1 45 1, Guienne was attacked and occupied with 
rapid successes, Bordeaux even surrendering at the 
end of June. But this part of the southwest had 
never been French before. It had been in the hands 
of the English for three hundred years, and it was 
bound to England by many ties, especially by its 
commercial relations, which Bordeaux found, as it 
thought, more profitable than it could under French 
rule. For this reason Talbot was able, in 1452, quickly 
to recover Bordeaux and almost all Guienne. But in 
the battle of Castillon in the next year Talbot was 
killed and that was the end. Of all their former pos- i^R^fo^he '^ " 
sessions in France only Calais remained to the English. English. 
France was united once more under a king of her own, 
in fact she was more truly France than she had ever 
been before, both in the control of all her territory and, 
most important of all, in her national feeling. 

Charles VII. is known in history both as the Vic- 
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torious and the Well-served, and, whether the credit is 
due to the king's ministers or, as seems probable, to the 
king himself, the reign, after the virtual close of the war, 
was one of recovery and restoration both of the resources 
of the country and of the royal power. In this last 
particular Charles followed closely in the path marked 
out by his grandfather, Charles the Wise. The 
princes of the blood, 
who had given so 
much trouble in the 
past half century, 
and who occupied, 
by the hold which 
they had on the 
provinces assigned 
them as appanages, 
almost the position 
of the old great feu- 
dal barons, were 
taught that they 
must submit to the 
king. They were 
ready to resist even 
to the point of re- 
"*"''"^ newed civil war 

while the English were still in France, but their insur- 
rection in 1440, called the Praguerie, though supported 
by the dauphin Louis, was soon put down. 

In the reorganization of the government, the greatest 
work of Charles was the establishment of a standing 
army and of a permanent system of taxation. This 
work was begun by the "Great Ordinance" adopted by 
the Estates General at Orleans In 1439. This put the 
levy of all military forces in the hands of the king and 
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forbade all others, lords or captains of free companies, to 
raise troops or to command them without the king's 
commission. To sustain the standing army of the king, 
the same ordinance established a permanent tax on the ^oyai 

*^ taxation. 

land, the taille, at least the king interpreted this as a 
permanent tax and so explained it to all objectors when 
he continued to levy it without any further grant. This 
was really an act of abdication on the part of the Estates 
General, and the kings were not slow to see it in that 
light, and they all followed the example of Charles. 
Though Charles VI I. had summoned meetings of the 
Estates several times before 1439, he did so only once The Estates 
after that date to the end of his reign in 1461, and his ucaiirsu^-*^ 
son, Louis XI., also called them together only once in p^^^- 
twenty-two years. This act had one further effect. 
The nobles, not cultivating the land themselves, were 
exempt from the payment of this tax, and, for this slight 
exemption, they allowed themselves to be reconciled to 
the cessation of the meetings of the national legislature. 
Thus a distinction was drawn in France, which time still 
further widened, between the interests of the nobles and 
those of the people, and an alliance of these two classes 
to limit the power of the king and to build up that of the 
legislature in which both could find a stage for public no opposition 
action, the alliance which created the English constitu- prince Tike *" 
tion, was rendered impossible in France. The king, who extsteJIn^ 
had already drawn into his hands the chief functions of England, 
the state, became steadily more and more absolute, be- 
cause the only classes in the state capable of organizing 
opposition to his power had no interest to do so. 
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With the reign of Louis XL, we enter upon a new 
era in the history of France. This is the case, not 
merely because the Hundred Years* War was now over 
and all French territory now independent, but because, 
in the main, the work of forming France was also over. 
The feudal states, which divided her territory and defied 
her king when Hugh Capet came to the throne, had now 
disappeared, and in their place was the one sovereign 
who was acknowledged by all as the ruler of France. 
The problems of government, too, at which the Cape- 
tians had been working at the same time, were nearly 
solved, so nearly, at least, that there was no rival power 
which shared with the king the government of the state. 
Neither church, nor nobles, nor legislature had any 
standing ground from which to dispute the king's will, 
and, if the entire machinery of an absolute government 
was not yet in working order, it was only a question of 
time when it would be so. With these domestic prob- 
lems, which had so long tasked the energies of the rulers 
of France, so nearly solved, attention was at once at- 
tracted to questions of foreign politics, and France began 
that career of European influence and of conquests at 
the expense of other states, around which her history in 
modern times mainly centers. The same thing was also 
true, in a general way, of most of the other states of 
Europe at this time. They were settling into some kind 
of permanent order at home — either the triumph of cen- 
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tralization as in Spain, or of separation as in Germany 
and Italy, or of self-government with a strong central other states do 
power as in England — and they were all beginning to be 
more or less interested in the extension of their influence 
abroad. Of course these interests came into collision 
with one another, and the age upon which we are now 
entering is an age of international rivalries, of diplo- 
macy and wars, as the last had been of struggles 
within the national limits. It is hardly necessary to say 
that this must not be understood to mean the absolute f"rnit^^iVoii- 
beginning of international politics. Something of the ^*^s^"s^- 
sort had always existed, and as we approach the middle 
of the fifteenth century it becomes more and more a 
leading interest. Especially is the reign of Charles 
VII., in the activity of its foreign relations, a foreshadow- 
ing of the future. But from this time on, with the ex- 
ception of the interval of the Huguenot civil wars, 
foreign interests are the leading interests, the struggle 
for supremacy in Europe the chief issue, in the political 
history of France. 

One great difficulty, which may be called half domes- ^1,^ difficulty 
tic and half foreign, still remained to be. overcome — a Burgundy, 
difficulty so great as to be a serious danger, the threaten- 
ing position occupied by the duke of Burgundy. This 
was a domestic difficulty, because the duke of Burgundy 
was a prince of the French royal family and on account 
of his great resources the head of those royal princes 
who, from the system of assigning to them the feudal 
provinces as appanages, had almost reconstructed the 
old feudal system. It was a foreign question, partly be- 
cause in addition to his French fiefs, like Burgundy and 
Flanders, the duke had also many fiefs of the German 
Empire, like the counties of Burgundy and Holland and 
the duchy of Brabant ; but it was a foreign difficulty 
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chiefly because a new and very rich state was forming on 
the northeast borders of France, so strong that France 
must soon lose all control over it, and with it lose some 
of her finest provinces. It was this ambition, to form an 
independent state 
with the title of 
king, which Charles 
the Bold, the con- 
stant enemy oi 
Louis XI., made 
the great object of 
his policy, and this 
danger was serious 
enough, both in 
itself and in the 
difficulties -which 
Charles was con- 
stantly creating for 
Louis in France, to 
occupy the king's 
hands for almost the 
whole of his reign. 
The place which 
has been given to 
A chatelainb. Louis in literature 

Co.tu«cof,h,mLddl,orch.fifU.„.hc™Wry. ^^^ ;„ j^^^^j ^^ 

made his personal character better known to us than 
that of most kings so far behind us in history. His 
character excited great interest in his own times, as 
well as in later times, partly because it stood in such 
marked contrast to that of the kings of feudalism and 
chivalry — it was a new type of kingship — and partly be- 
cause the favorite weapons which he used, dissimulation 
and underhanded diplomacy, aroused the fears, while 
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their success tempted the admiration, of every one. 
His moral standard was expressed in his phrase : ** He 
who has success has honor, ' ' and though he was brave 
enough on the battle-field when he was forced to fight, 
his favorite method of overcoming his enemies was to 
yield for the moment to their demands and as soon as an 
opportunity offered, to take them at a disadvantage, re- 
fuse to keep his promises, break his oaths, and recover 
all that he had given them. The extent and activity of 
his foreign diplomacy, ^although it was almost all defen- 
sive, directed against the plans of Charles the Bold, 
mark him as a king of the new era, and in some in- 
stances, as in Italy, he pointed out the way of future 
policy for his successors whose hands were more free. 

As dauphin, Louis had been on very unfriendly terms j^^.^ insists 
with his father, and his accession raised hopes in the "ponthe 

' * supremacy oi 

minds of the princes of the blood that the policy of the king. 
Charles VII. would be reversed. They very speedily 
learned their mistake. Louis did allow himself to turn 
out of office all his father's ministers, but he at once as- 
serted the rights of the king wherever they came in 
question. His first important act was to demand the 
privilege which the treaty of Arras had reserved to the 
king, and to buy back, for a sum paid down, the cities on 
the Somme which had been ceded by that treaty to the 
duke of Burgundy. This act set into active opposition 
the young Charles the Bold, not yet duke, and a league, 
which called itself the League of the Public Weal, was The League of 

^ . 1 1 J J the Pubhc Weal. 

formed embracmg almost every prince of the blood and 
enemy of the royal power in France, with Louis's 
brother, the duke of Berry, as its nominal head, but 
with Charles the Bold as its real leader. Louis had to 
fight one battle to open his way into Paris, and then he 
negotiated. He seemed to yield everything that was 
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asked of him. His brother was given Normandy. The 
cities on the Somme and other territories were given to 
Burgundy. Even the lesser rebels received offices and 
pensions. But Louis had yielded only that he might 
break up the league, and separate his enemies. Within 
three months he had recovered Normandy, while 
Charles was occupied with an insurrection in his own 
lands which kept him from interfering with Louis's 
plans. 

Louis overreached himself a little later, when he went 
to meet Charles in P6ronne, thinking that his superior 
skill in diplomacy would win him an easy victory. Pos- 
sibly it might have done so if Charles had not been con- 
vinced that another insurrection, which broke out in 
Li%e, was due to Louis* s machinations. The king was 
in serious danger for a moment, and was again obliged 
to yield to the demands of Charles, but with no more 
honesty of purpose than in the first case. As soon as 
Louis could venture to do so he annulled the treaty 
without fulfilling its conditions. Charles in anger 'de- 
clared war and invaded France but met with no great 
success, and, as he became interested in plans looking to 
the east and south, he gave up the attempt. He suc- 
ceeded, however, in inducing the king of England, Ed- 
ward IV., the first Yorkist king, whose sister Charles 
had married, to renew the English invasions. Louis 
met the invasion with his usual weapon, diplomacy, and 
bought off the English king, who, indeed, had enough 
to do at home. Charles was never able to take up the 
war again. Things were now going badly with him. 
His negotiations with the emperor, Frederick HL, for 
the title of king, failed, and he suffered three severe de- 
feats at the hands of the Swiss and of the duke of Lor- 
raine whose lands he had seized. In the last of these, at 
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Nancy, Charles was killed and Louis relieved of his 
greatest enemy. He had already taken summary ven- Bold kfiied, 
geance upon nearly all the allies of Charles in France, ^^^'^' 
his brother was dead, and now he took advantage of the 
fact that Charles's only heir was his daughter, Mary, to 
seize upon all his French possessions upon one pretext 
or another, and so remove the danger upon the north- 
east. The great duchy of Burgundy was ' recovered by ^^^ ^^^^ 
the crown, never to be lost again, and for a time even the 
county of Burgundy — Franche-Comt6 — ^was occupied, 
though France had no claim upon it. Mary was in 
Flanders, and the people of that country had no interest 
in preserving the great state of which Charles had 
striven to make them a part. They were rather glad to 
see it broken up than otherwise. Mary was without 
protectors, and though she tried to gain one by marry- 
ingf herself to Maximilian of Austria, son of the emperor Maty ofBur- 

^^ , . ' ^ gundy marries 

Frederick, who was one of the several princes to whom Maximilian of 
she had been promised by her father, this marriage did 
not avail to save her more than the Low Countries. It 
was, however, one of the most eventful of marriages for 
the future of European history. By it the House of 
Hapsbure, which was to be the great rival of France for Consequences 

*^ ^' ^ ^ ofthemamage. 

more than two hundred years, was given most valuable 
possessions on the immediate frontiers of France, pos- 
sessions toward which the ambition of France would 
most naturally turn when the age of foreign conquest 
should arrive. In the mean time France profited greatly 
from the annexations which Louis had been able to 
make in consequence of the death of Charles. 

Nor were these the only territorial gains of France 
under Louis XL The dying out of the family of the 
counts of Anjou enabled Louis to take possession of 
most of the great inheritance of that branch of the royal 
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family, with their claims on the kingdom of Naples. 
This included one territory new to France, the county 
of Provence, east of the Rhone, and belonging to the 
Empire, land foreign in language and in feeling and not 
calling itself French for many generations. Roussillon 
was also obtained from Aragon, carrying the French 
frontier to the Pyrenees. The reign of the king who 
fought with words and gold, and not with arms, is one 
of the most successful in the history of French ex- 
pansion. 

A king of the character of Louis XL was not likely to 
let any of the royal prerogatives which other kings had 
gained drop from his hands. His government was en- 
tirely a personal government. He chose his officers 
and agents with great skill, and often from persons of 
low station who would be wholly dependent upon his 
will. The Estates General he repressed as his father 
had done, using in their place assemblies of notables, 
whose membership was selected with care. The taxes 
he increased at will until they were quadrupled. The 
army he made still less a popular force than it had been, 
by the more extensive employment' of mercenaries, and 
the long special devotion of the Swiss to the military 
service of the French kings began with him. The clear 
conception which he had of the fact that all France was 
now one can be seen in the plan which he had in mind, 
long before its execution was really possible, of a single 
national code of law to take the place of the varying 
local coutumeSy which still had force for the cases which 
they covered. 

Louis is in one sense the last of the kings of feudal 
France, the last who had a really dangerous conflict 
with enemies who sought its dismemberment, as Charles 
the Bold confessed he did in his famous saying that he 
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' loved France so well that he would like to give her six 
kings in place of one. He was still more truly the first 
king of the modern era, who governed without a consti- 
tutional check upon his will and who set in motion the 
machinery of foreign diplomacy for the aggrandizement 
of France.' 

Charles VIII. was only thirteen years old when he chariesviii. 
succeeded his father, and the government fell into the ^483-1498. 
hands of his eldest sister, Anne of Beaujeau, a princess of 
very unusual ability. It was a favorable moment for a 
reaction against the policy of Louis XL, and the dis- 
contented elements found a leader in Louis of Orleans, 
the first prince of the blood, who thought himself 
unjustly deprived of the regency. Anne de Beaujeau ^ reaction 
was obliged to allow the meeting of the Estates General m^norlty!^ 
which was demanded, and this assembly when it 
came together exhibited in a surprising degree char- 
acteristics which have marked French legislatures at 
critical points of the last hundred years. It denounced 
the abuses of the government with great freedom 
and made out long lists of reforms to be carried 
out ; speeches were made proclaiming ideas, most 
advanced for that day, of the right of the people to 
determine everything, and of the responsibility of the 
king to them ; it was voted that no taxes should be 
levied without the consent of the Estates, that this con- 
sent should be valid for two years only, and that here- 
after the Estates General should meet every two years. 
But they ended with words. They did not know how 
to act and they took no practical steps toward securins: !*»« ^^uuf 

t,,, ti T General did not 

the riefhts they had made speeches about. It was know how to 

,11 iriT^ • improve the 

almost a hundred years before the Estates met agam opportunity, 
and they met only seven times in the next three hundred 
years. 
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Louis of Orleans was not satisfied with the result and 
foolishly appealed to arms, aided by the duke of Brit- 
tany, the last one left of the old great barons of Francs. 
A single battle put down their insurrection, and its on!y 
result was the marriage 
of the young king with 
the heiress of Brittany 
by which that duchy 
was finally absorbed in 
France. In order to 
make this marriage, 
Charles had to repudi- 
ate Margaret of Bur- 
gundy, the daughter of 
Maximilian and Mary, 
to whom he had been 
betrothed by his father, 
and to send her home 
from Paris where she 
was being brought up 
as the future queen, A 
step like this had neces- 
sarily to be followed by 
concessions of some 
sort, and Charles gave 
up to Maximilian Artois 
and Franche-Comt€, 
Medallions OP Charles vni. AND and to Ferdinand of 
Spain, Roussillon, 
while Henry VII., of England, was kept at peace by a 
payment of money. 

In making these concessions, however, Charles had 
the future in mind as well as the past There was 
nothing more to be feared from any enemies within the 



France Begins to be a European Power, 145 

kingdom. Thanks to the exertions of his father and 
grandfather the king had large revenues and a splendid 
army, well organized and equipped in a way then 
thoroughly modern. It is not to be thought strange 
that Charles looked forward to an opportunity to make 
use of these weapons provided to his hands, and 
determined to assert the rights to the crown of Naples,- 
which he had inherited. Historians have been ac- 
customed to lament the consequences of the ambition of 
Charles VIII., in the relation thus established with Italy Effects upon 
and its influence upon France. Undoubtedly it was the Italian con- 
parent of many wars for that country, especially in the 
following century. Much Italian noble and princely 
blood was mingled with that of France, and with it came . 
something of the Italian character, cruelty, deceit, and 
Machiavelian methods. But the situation is to be 
blamed rather than the king, and though Charles 
certainly did not inherit the cold wisdom of his father, 
it is to be doubted if the world could have produced at 
that time a monarch so wise as to have resisted the 
temptation — a temptation to which sovereign after 
sovereign, of France and Spain and Austria, yielded, so 
long as Italy was the one country of Europe especially 
open to conquest. 

Italy was then in a particularly tempting condition, condition of 
Milan was in the hands of an intriguing usurper, Ludo- ^'^'y- 
vico the Moor. At Florence, Lorenzo the Magnificent 
had converted the ''boss '' rule of the Medici into a real 
but still disguised despotism. He had now just died, 
and Savonarola was exciting the democratic prejudices 
of the people by his passionate eloquence, and predict- 
ing the woes that would follow the foreign invader. 
Alexander VI. was pope and was striving to form- a 
principality in central Italy for his son Caesar Borgia. 
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In Naples, or more accurately the continental one of the 

two kingdoms into which the kingdom of Sicily had 

been divided, which was the especial object of Charles's 

The French expedition, the reigning king, of the House of Aragon, 

had made himself disliked. From all sides invitations 
came to Charles to descend into Italy, and if he had 
been a wiser man than he was he would probably still 
have gone. 
With his fine army Charles crossed the Alps in Sep- 

Charles invades ^, , .1 ^I'lri* a^ 

Italy. tember, 1494, and carried everythmg before him. At 

Florence, the people drove out the Medici, established 
the republic of Savonarola, and opened the gates to 
Charles. At Rome, the pope submitted much against 
. his will. The king of Naples found himself powerless 
to resist, and Charles made a magnificent entry into his 
new capital at the beginning of 1495. But his power 
fell as quickly as it had been constructed. His Neapoli- 
tan subjects were restless under the taxes which he laid 

an^rapld^Sf* upou them. Ferdinand of Spain was beginning to move 

against him. Ludovico the Moor and Maximilian of 
Austria were uniting to oppose his retreat. Even 
Henry VII. of England was ready to take part with 
his enemies. All Europe seemed conspiring against 
him, and on the 20th of May he left Naples to return to 
France. One battle he had to fight in northern Italy, but 
it was a victory for the French and secured their retreat. 
Charles VIII. did nothing more in the short remainder 
of his life but to amuse himself. He died as the result 
of an accident in 1498, and as his children had all died 
before him, the throne went to Louis of Orleans, who 
had been the head of the rebellion early in his reign and 
who was the grandson of that duke of Orleans who had 
been murdered in the streets of Paris by the duke of 
Burgundy in the reign of Charles VI. 
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Louis XII. was a king of great good-will who loved 
to be called the father of his country. He announced 1498-1515- ' 
that the king of France did not avenge the injuries of 
the duke of Orleans, and he kept his word. Anxious 
for the happiness of his people, and careful not to in- ^ good-natured 
crease their financial or military burdens, he saw France ^*"8^- 
prospering during his reign, though he was constantly 
involved in the tangle of Italian wars. 

The quick succession of the Italian events of this 
reign, leading as they did to no permanent results, it is 
hardly profitable to follow in detail. To the claims of 
Charles VIII. on Naples, he added claims of his own Ng^ciaimsin 
upon the duchy of Milan, derived from his grandmother, i^^iy- 
Valentine Visconti, and Milan was the first object of his 
attention. The king's army speedily gained possession 
of the duchy, and when it revolted from the heavy rule 
of Louis's lieutenant, it was as quickly reconquered, and 
Ludovico the Moor was sent to spend the rest of his life 
in a French prison. Louis then began to consider the 
reconquest of Naples, upon which also Ferdinand of 
Spain had claims which he was now ready to assert. 
He proposed to Louis a partition of the kingdom be- 
tween them, and Louis accepted the proposal. But 

T- 1. 1 r 1 Mif 1 i« 1 '1 1' • 1 Ferdinand of 

Ferdmand was a far more skillful diplomatist and political Spain out- 



maneuvers 



manipulator than Louis, and when the work was done Louis. 
the French king found that he had merely aided his 
rival to occupy the country to his own exclusion. The 
armies which he sent into Spain and Italy to obtain sat- 
isfaction were defeated, and Louis had to drop his 
claims on Naples for a time. In the mean time Julius II. Pope Julius 11. 
had become pope, a fitting pope for the Italy of the 
beginning of the sixteenth century, a monarch and a 
statesman, full of plans for the enlargement and centrali- 
zation of the papal states, but not a pastor. As a Geno- 
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The pope could 
not allow a 
strong power 
to form in Italy. 
It would threat- 
en the inde- 
pendence of the 
papal states. 



Louis loses his 
conquests. 



Francis I., 
1515-1547. 



His character. 



ese he hated Venice, and Venice was also the first 
obstacle in the path which he had marked out. With 
genuine Italian skill he formed the I^eague of Cambrai, 
in which he united Louis, Ferdinand, and Maximilian 
against the Venetians. In the war which followed, it 
was French arms which gained the victories and occu- 
pied the Venetian lands in northern Italy. This was 
more than the pope desired. The French were now too 
strong for his purposes, and he immediately reversed his 
policy and formed the Holy League, in which Louis's 
old allies were joined against him with Venice, the Swiss, 
and the young Henry VIII. of England, who had just 
come to the throne and was ambitious to make a name 
for himself and to have his share in the scramble for 
foreign conquests. This was too strong a combination 
for the French. -Their armies were defeated and finally 
driven out of Italy, and their enemies were victorious on 
every frontier. Louis was compelled to make peace, 
and his Italian wars, though made glorious by the ex- 
ploits of Bayard, the chevalier without fear and without 
reproach, and of Gaston de Foix, who was killed at the 
age of twenty-two already a great general, closed with 
none of those great conquests which they had at one 
time seemed about to make for France. 

Louis left no son, and his successor was his cousin and 
son-in-law, the young and brilliant Francis I., count of 
Angoul^me. Brilliant he was, but superficially so. A 
great lover of pleasure and excitement, and ambitious of 
glory rather than of real success, he was without the 
qualities of mind or of character which would have made 
a great king. Though France made a brave fight in his 
reign against great odds and came off with no apparent 
loss, it was a time of real disaster and exhaustion, and it 
was more than a hundred years afterwards before she 
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really occupied in Europe the place which she had 
seemed about to take in the reign of Louis XII. and at 
the beginning of that of Francis I. 

The reign of Francis I. is an age of great change in 
the foreign relations of France. This was not due to 
any change in France itself, but to something entirely 
without, to the fact that there were now brought together 
in the hands of Charles V. the interests and the resources 
of the three greatest rivals and enemies which France had 
had since the accession of Louis XL , Charles the Bold 
of Burgundy, Maximilian of Austria, and Ferdinand of 
Spain. It was the beeinnine and the first staee of the Beginning of 

,11, ^ 1 , XT f T T 1 the long rivalry 

loncf duel between France and the House of Hapsburg between France 

- . ,.,.«• , 1 • and the House 

for supremacy m Europe, but it dmers so completely in of Hapsburg. 
almost every feature from the great age of that conflict, 
the seventeenth century, that we easily lose sight of this 
rivalry in the other interests which are involved. 

Francis I. was twenty years old when he began to 
reign, and he was not likely, with his ambitious nature, 
to forget the claims which he had inherited in Italy. 
He immediately prepared for an invasion, forced his way Italy, 
through the Alps, and on the 14th of September, 15 15, 
gained the great victory of Marignano, in which the 
Swiss, who were so accustomed to victory as to consider 
themselves invincible, were completely overcome. All 
northern Italy lay open before him, but the victory was 
followed by two events which had a far more permanent 
influence upon the future of France. 

In December he met Pope Leo X. at Bologna and 
soon arranged with him the Concordat by which the in- with Leo x. 
dependence of the French Church was destroyed in the 
interests of the financial necessities of the pope and of the 
absolutist principles of the king. For some generations 
the French Church had enjoyed an independence un- 
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usual in Europe. Taking advantage of the troubles 
which had been occasioned in the church by the Great 
Schbm, growing out of the residence of the popes at 
Avignon, Charles VII, had established by a royal ordi- 
nance — the so-cailed Pragmatic Sanction of Bourges — 
principles which had been adopted in an assembly of 
the French clergy. 
The object aimed at 
was independence 
of the pope, and the 
ordinance forbade 
any payment to him 
of "annates," or 
"reservations,' ' 
most lucrative 
sources of the papal 
' income, and de- 
prived him of all 
rights of nomi- 
nation to French 
bishoprics and ab- 
beys, restoring to 
the church the ca- 
nonical right of 
election. This 
proved effective against the pope, but equally effective 
against the king, who found himself deprived of the 
right of appointment to vacant benefices. Some of 
Charles's successors had shown themselves not unwil- 
ling to do away with this independence if it could be 
done without giving too much to the pope, but op- 
portunity had not served. Now Francis and Leo 
determined to destroy it for their own purposes. To 
the pope was restored the right of collecting the first 
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year's income from newly filled benefices. The king The church of 
gained the right of making nominations to the exclusion Je? thetr "S" 
of any canonical election. The French Church itself con^^'^i- 
was not consulted on these changes and protests from 
France were of no avail. The king determined the 
question^by his absolute will, and his will was law. 
Henceforth the Church of France was a royal institution 
and its offices were available as pensions and rewards 
for the king's friends. 

^t about the same time, the king closed with the Swiss The •• perpetual 
the "perpetual peace,'* by which they agreed to allow theSwisr.*'** 
France to enlist among them such mercenaries as she 
might need, and Francis agreed that they should be 
paid a perpetual subsidy. This proved to be really a 
perpetual peace so long as the old regime lasted, for it 
continued in force until the Revolution. 

Francis was now undisputed duke of Milan and su- 
preme in north Italy, but at the same moment the first 
step was taken toward the formation of that enormous 
Hapsburg power which was to hold him in check during 
all the remainder of his reign. In 15 16, Ferdinand of 
Spain died, and was succeeded in all his possessions and 
all his claims, Spain, Italy, and America, by his grand- The vast power 
son, Charles of Austria, who was already sovereign of 
the Low Countries and Franche-Comt6 — all that was 
left of the dominions of Charles the Bold. In 15 19 
died Charles's other grandfather, the emperor Maximil- 
ian I. , leaving him not merely possessions in Austria, 
but some hereditary right to expect the election to the 
Empire. The power thus united in the hands of Charles 
would seem to be so great as to transform the struggle 
at once for France from one for foreign conquests into 
one for the preservation of her national independence. 
The lands of Charles surrounded France from north to 
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south. The vast wealth of the Netherlands and of Mex- 
ico and Peru could be drawn upon. The Spanish in- 
fantry was rivaled only by the Swiss, the Spanish navy 
by none. 

But the conflict was not really so unequal as it 
seemed. France was highly centralized ; all its re- 
sources, and they were not few, were at the absolute dis- 
posal of the king, while Charles's lands were scattered, 
they had no common interests, and in the richest of 
them, the Netherlands, the will of the ruler was very far 
from being law. In addition, Germany was just dividing 
into two hostile camps, for these were the first days of 
the Reformation, and the Turks were about to resume 
their efforts to annex the whole Danube Valley to their 
empire. Charles had under his rule the greatest empire 
since Charlemagne, but an empire which faced him with 
difficulties which would have taxed the genius of Charle- 
magne, and that Charles did not have. 

Francis's first move was one of some skill though he 
could in the end have gained nothing by it. The death 
of Maximilian left the Empire vacant. Charles might 
expect to succeed him without dispute. But the office 
was elective, subject to the choice of the seven electoral 
princes of Germany, and it was in theory the old Roman 
Empire. Any prince in Christendom might aspire to be 
elected. Furthermore Francis had possession of large 
territories that belonged to the Empire, almost the whole 
of north Italy in fact, from the Rhone to the Adriatic, 
and he at once announced himself a candidate. The 
German electors strove in most shameful rivalry to make 
for themselves all that they could from the election, but 
Francis spent his money in vain. The election went to 
Charles, who thus became the emperor Charles V. 

There was a third sovereign at the- time in Europe 
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whose alliance was desired by both the rivals in the 
coming conflict. England had recovered from the Wars 
of the Roses. The financial policy of Henry VII., the 
first Tudor king, had filled her treasury, and her riches 
and strength were out of proportion to her area. Her 
king also, Henry VIII. , like Charles and Francis, young ^ ' 

and ambitious, was determined to recover in some form England 
the position which England had once had upon the Con- 
tinent. The attempt of Francis to win Henry in the 
famous meeting of the Field of the Cloth of Gold, a fort- 
night* s rivalry in lavish expenditure, was rendered futile 
by the more skillful diplomacy of Charles V. , who knew 
how to flatter both Henry and his powerful minister, 
Cardinal Wolsey ; the prospect of succeeding Leo X. 
as pope was enough to determine the cardinal and to 
shape the policy of England as Charles would have it. secured by 
As events turned out, however, the alliance of England ^^^^^ ^• 
was of little value to either party. 

The position of Leo X. in Italy was of more impor- 
tance. He had entered into friendly relations with 
Francis after the battle of Marignano, but only because Leo x. is also 
he had been obliged to do so. The traditional policy of ^**"y- 
the popes had been for centuries to prevent the growth 
of any state in Italy which would be strong enough to 
threaten the independence of their own little kingdom, 
the States of the Church. The extension of France over 
almost the whole valley of the Po was a most serious 
danger. Leo showed himself ready to join with Charles, Luther con- 
and the alliance was gladly accepted. The first result of D^S^^Worms 
the agreement was the decision of the Diet of Worms drfven^from"^** 
against Luther in 1521. The second was the driving of ^**^y* 
the French from Italy. Just at the moment also France 
suffered another loss in the desertion of one of her ablest 
generals, the constable Charles of Bourbon, who be- 
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lieved himself defrauded by the king* of the inheritance 
of the elder line of Bourbon, which had become extinct, 
and to avenge himself he passed into the service of th^ 
king's enemies. 

Francis was not the one to submit quietly to these re- 
Pmncis invades vcrses. At the end of 1524, with a fine army he drove 

Italy again. */ -r* ^ j 

back Charles of Bourbon, who had invaded Provence, 
and within a few weeks he had recovered Milan. But 
he lost all as speedily by. his imprudence at the battle of 

Feb. 25, 1525. Pa via, where his army was destroyed and himself cap- 
tured. A year's imprisonment in Spain forced him to 

one?at^Madrid. ^ign the treaty of Madrid, in which he agreed to aban- 
don all claims upon Italy and to give up to Charles the 
duchy of Burgundy which had been held by the French 
since Louis XL had seized it on the death of Charles the 
Bold. Charles had set his demands too high and Fran- 
cis repudiated the treaty after his release. 

But now the position which Charles held in Italy was 
as great a danger to the pope as the position of Francis 

findTchariM V ^^^ ^^^^ earlier, and the new pope, Clement VIL, Leo's 

too strong. sccond succcssor, at once entered into a league with 

Francis for the expulsion of the Spaniards from Italy, 
and this league was soon joined by Henry VIII. The 
war which followed is of interest chiefly for the sack of 
Rome in 1527 by the army of Charles V., composed 
largely of German Protestants, in which the Rome of art 
and of the monuments of antiquity suffered severely. 
At one time Francis seemed on the point of conquering 
Naples, but his army was destroyed by a pestilence, and 
the war was closed, with no great success on either side, 

, ^ , _, by the peace of Cambrai, called the Ladies' Peace, be- 

La Paix des . , 

Dames, 1529. cause it was negotiated by Charles's aunt, Margaret of 

Burgundy, and Louise of Savoy, the mother of Fraficis. 
Another war followed after an interval, and then an- 
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other still, all without decisive results for either side, 
though France lost the most of her Italian conquests. 
Early in 1547, Francis L died, just after the death of 
Henry VIII. Charles V. was to live for ten years yet, 
but years of such ill success that he was ready to close * 
his reign before his life and make way for others by vol- 
untary abdication. France had had many enemies and 
few allies in this reign. She had spent much treasure 
and many lives in ambitious plans abroad, and she had 
nothing to show for it. But she had saved her national Results of the 
independence and her territories that were really na- cisi. 
tional from great dangers, and she had no reason to re- 
gret the result. 

The period which this chapter covers, from the begin- 
ning of the reign of Louis. XL to the close of that of change. 
Francis L, is a time of as great change in every depart- 
ment of the national life of France as that which took 
place in her foreign policy. It was the age in which the 
nation passed out of the Middle Ages and entered into 
modem times. In political and social, economical and 
intellectual life, the nation was revolutionized. 

The feudal system was now at an end. ** There were the Xce^of the 

. t * 1 ...1. 1 * ji 1. * feudal baron. 

no longer vassals or suzerains, only the king and his 
subjects. ' * The place of the feudal barons was taken by 
the nobility. Life at the king's court became more at- 
tractive than life in the castle. The noble did not strive, 
as the baron had, for political independence, for rule 
over lands and serfs, but for titles, offices, and pensions, 
which the king's favor alone could confer. In this 
period arose that nobility of the ancient rigime, and that 
social life centered in the royal palace, which the Revo- 
lution brought to an end. The reason for this transfor- The cause of 
mation lies on the surface. As the king destroyed the ^^*^****«*- 
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political independence of the baron, the power which the 
baron had once exercised all passed into his own hands. 
The baron no longer able to govern his fie{, and there- 
fore not interested in extending it in the old fashion, be- 
* gan to look naturally for the satisfaction of his ambition 
to the only source left in France from which increase of 
wealth or dignity could come, the royal feivor. The 
king, to keep the power which he had gained, attached 
the nobles to his person, made his court brilliant and at- 
tractive, and multiplied offices and titles, to content 
them with the shadow, while he enjoyed the substance. 
At the same time the French Church underwent a 

the church ^* ^ Similar change. The Concordat of Francis I. with Leo 
X. placed it at the disposal of the king, and he made 
use of its offices and its revenue as he did of those of 
the state. It became a school for statesmen, and a refuge 
for the younger branches of the nobility — in a word, the 
church of the ancient rigime^ which could give, at the 
beginning of its history, a cure to Rabelais and at the 
close a bishopric to Talleyrand. ^ 

The bourgeois felt the force of the same influences. 

The change in The commune was no more able to preserve its independ- 

the middfe t^ ^ rij *tt 

class. ence of local government from the advance of the royal 

centralization than the baron had been. And the 
burgher began to feel the attraction of the same brilliant 
court life that reconciled the noble to the change. The 
offices of the government, the courts, the councils, and 
the treasury, open to the bourgeois^ furnished them a 
ladder of promotion and an entry into the palace. With 

quires the the absorption of all functions in the king, the idea came 

power to make , , 

nobles. in, unknown to the early feudal state, that the king's 

patent could make a man a noble, though in France it 
never was able to put him quite on a level with the old 
noble of many generations. The new family could, 
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however, in time acquire the generations, and some of 
the great noble houses of the later days of the old 
regime were founded in this period by merchant burgh- 
ers. There beran now to be formed also that class dis- Nobles of the 

robe. 

tinctive of France, the nobles of the robe — the official 
class of certain ranks, ennobled by their offices, but 
not considered equal in rank with the nobles of the 
tfword, forming thus a class by itself between the bour- 
geois and the nobles. The growth of such a class was 
made easy by the introduction of the practice, under 
Louis XIL, of selling appointments to public offices, the 
judgeships, for example, for sums of money paid into the ,T*»« ^aie of pub- 
king's treasury, and this soon developed into selling the 
hereditary right to the office. The practice formed an 
important source of revenue to the state under the old 
rigimey but the abuses created by it are self-evident. 

The peasants were far less favorably situated to take 
advantage of the change of ideas and of the new oppor- class, 
tunities of promotion of this age, but there is abundant 
evidence to show that they too made their way in some 
numbers into the aristocracy. Actual serfdom disap- 
peared from France during this period, except in certain 
backward or peculiarly situated districts. Villanage 
did not, however, and the land, and therefore its culti- 
vator, remained heavily burdened with financial obliga- 
tions and troublesome services, due to the descendant 
or the representative of its old feudal holder. The 
steadily increasing burden of the land tax rested upon 
them also, and in this period the peasant was only just 
beginning to recover economically from the desolations 
of the English wars. 

Intellectually two great revolutions were taking place ^j^^ Renais- 
in this age which affected all Eur6pe and France with Reformation!^ 
the rest, though it had a leading share in neither. The 
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and art. 



Renaissance, of which Italy was the center, reached its 
highest point and began its decline, and the Reforma- 
tion, of which Germany was the center, began and 
made its most extensive conquests within the limits of 
this chapter. The first of these two movements affected 
France far more widely, bringing all classes more di- 
rectly under its influence, than the second. The con- 
nection with Italy was favorable to it, and the Italian 
influence makes itself strongly felt in this and the next 

Literature period in many ways. In literature, leaving Calvin 

aside as finding his proper place rather in connection 
with the Reformation, this age produces two names 
which have had a permanent popular feime throughout 
the world, Rabelais, the grotesque satirist, and the 
story-teller, Margaret of Valois, queen of Navarre and 
sister of Francis I. In art, France produced of its own 
no names of equal eminence, unless we reckon here the 
name of the potter, Bernard of Palissy, but Francis I. 
was a great lover of beautiful things, and he attracted to 
his court some of the eminent artists of Italy, like Leo- 
nardo da Vinci and Benvenuto Cellini, who produced 
some of their works under his patronage. 

Space does not permit a full statement of the activities 

general activity, of this age, which is a period of especial interest not 

merely because the features which are so characteristic of 
France under the old regime were then taking shape, 
but also because it was in itself a time of new life and of 
most promising beginnings. Printing was introduced 
and received, with some rare exceptions, the royal pro- 
tection ; Louis XII. called it **an invention which 
seems more divine than human. * * France strove to have 
her share in the maritime discoveries of the time, and 

Worid^^ under Francis I. laid the foundation in the New World, 

included. j^^ ^j^^ explorations of Verrazano and Cartier, of the 
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great empire which she was to claim in the future. Man- 
ufactures and commerce felt the benefit of the strength- 
ening of the royal authority, especially in the greater 
safety of the roads and in the abolition of illegal tolls. 
Havre was founded as the port of Paris. The ma- 
chinery of cfovemment was ereatly enlarged, the ores- institutional 

-^ o ^ o J ^ . . progress. 

sure of increased business compelling the bodies into 
which the original king*s court, the curia regis ^ had 
divided — the Parlement, the Council, and the Chamber 
of Accounts — still further to divide themselves into dif- 
ferent courts and councils, each with its owil particular 
line of affairs. French now took the place of Latin as 
the language of official business, a sure sign of the 
growth of a new national consciousness. 

In one way only were traces left of the old feudal provincial 
fragments of France, and evidences of the way in which remaSinS ^^^ 
the nation had been put together. This was in the 
provincial differences which the kings allowed to remain 
because they made no serious flaw in the real centraliza- 
tion of France. Some provinces had their own supreme 
courts, the provincial parlements ; the pays d^Hats 
had their provincial legislatures, and some of these 
retained the right of voting the taxes and even of col- 
lecting them by their own officers ; great diversities still 
remained in the local law: and alone many provincial For map of this 

. , J , period see first 

boundary lines, the custom-house reminded the merchant lining page. 
or traveler of a past feudal independence which he 
could detect in no other way. These differences re- 
mained until the Revolution, but they remained because 
they no longer prevented the existence of a French 
nation, one and undivided. 
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The reign of Henry II. seems at first glance out of 
place in a chapter devoted to the religious civil wars of 
France, for these wars did not begin until his reign was 
ended. But the reign of Henry II. is of a clearly 
transitional character, and it seems on the whole to be 
more distinctly characterized by the rise of the new 
than by the continuation o{ the old. It foreshadows 
the new direction which French foreign policy was to 
take so soon as France should be free to devote herself 
once more to foreign designs, and it sees the rise of the 
influences and of the personages who were to determine 
the history of this period. 

Henry was a lover of war and he had no intention of 
abandoning the claims of his father upon Italy, but his 
reign is the one in which these pretensions were 
abandoned, and in which a new direction was given to 
the French desire for conquest — a, direction at once 
more easily justifiable upon reasonable grounds, and 
more promising of a permanent success — the extension 
of the French frontier in the valley of the Rhine. 

The opportunity for the first advance in this direction 
came to Henry through the religious civil war in 
Germany. It was only in 1547 that Charles V., after 
various attempts which he had not been able to carry 
through, had found himself so far relieved of outside 
difficulties that he could attempt to subdue Protestant 
Germany by force of arms. The emperor was at first 
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succes^ul and the Protestant princes, in despair of pro- 71,^ German 
tecting themselves, turned to France for assistance. Hen"'tocom 
The inducements which they were prepared to offer t" Uieif a"!. 
were attractive, and Henry was not slow to respond. 
He was to furnish 
the money which 
the Protestant 
princes needed to 
reconstruct their 
forces, and in return 
' he was to be allowed 
to take possession 
of certain cities — 
including Metz, 
Toul, and Verdun, 
"which have al- 
ways belonged to 
the Empire but 
where the German 
language is not 
used." The cities 

mentioned are the ^ ^^^ ^^ 

famous three bish- 
oprics — little ecclesiastical states on the borders of The firsi step 
Lorraine — the first annexation by France of German Ri^n^''" 
territory in that direction. This agreement is also the 
first indication of that argument of which the French 
have made so much use in later times and which has 
had such extended application in Europe in the pres- 
ent century — that the boundaries of the state should 
be made to correspond with the boundaries of the 
language. At this time, also, they began to talk in 
Paris about Austrasia, as if the old Austrasia of the 
Merovingian dynasty must naturally belong to the 
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descendants of the counts of Paris. These things have 
their greatest importance, however, not in themselves, 
but as indications of the change which was taking place 
in the feelings of the French — ^a change of the utmost 
significance for their future history. They were begin- 
ning to turn from Italy as the direction in which to look 
for foreign conquests, toward the frontier lands of 
Germany, which was so weak and divided as to be 
almost as incapable of defending its territories as Italy. 

Henry got possession of the three bishoprics without 
difficulty. But Charles V. could not be expected to 
submit quiedy to a seizure of imperial territories by his 
life-long enemies. The last part of his war with the 
German Protestants went decidedly against him, and he 
at last made an agreement with them out of which grew 
the celebrated peace of Augsburg which regulated the 
religious affairs of Germany until the Thirty Years' War 
of the next century. It was an agreement which made 
this first religious war a drawn battle — each religion was 
forced to recognize the existence of the other — ^but when 
it had been made Germany was ready to unite to try to 
recover the land which had been given to France. With 
a great army Charles laid siege to Metz, which was 
bravely defended for France by Francis, duke of Guise. 
After something more than three months the emperor 
abandoned the attempt and the three bishoprics re- 
mained to France. 

In its foreign relations the reign of Henry 11. is 
distinguished for two other events of importance. In 
1555 the emperor Charles V., old before his time, 
discouraged by the repeated ill successes of his later 
years, abdicated his various crowns and retired to the 
monastery of Yuste to secure the safety of his soul. 
This abdication resulted in a division of the great Haps- 
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burg dominion which he had united under his rule. His 

brother Ferdinand became emperor and inherited the 

Austrian lands. Spain, the Netherlands, and Italy went 

to his son Philip II. This was a division of the Haps- PhiUpii. of 

burg territories, but it was no relief to France. Charles 

had drawn but little strength from Germany or Austria, 

and Philip, who had all the lands that bordered France, 

was as bitter an enemy of the French as his father had 

been, and he was a narrower man and more obstinate 

and tenacious. 

Philip succeeded in bringing England into the war 
against France by his marriage with Queen Mary, and England joins 
this led to the only French success of any value during loses Calais, 
the war, and to the second event of importance during 
the last part of Henry's reign, the recapture of Calais by 
the duke of Guise, the last bit that remained to the Eng- 
lish of their former vast possessions in France. France 
defended herself with success against the Spanish inva- 
sion, which appeared at one time a serious danger, but at 
the close of the war found herself deprived of almost the 
last foot of Italian soil which she had held. It was some 
consolation that Elizabeth, who had now become queen 
on the death of Mary, was willing for the sake of peace 
to leave Calais in the hands of France. 

These wars of Henry II. are noteworthy not merely 
for the change of direction in French foreign interests 
which takes place in consequence, but also for the rise to 
influence upon national affairs of two noble families who 
were to have a large share in the events of the immediate 
future. One was the House of Guise, descended through 
a younger line from the dukes of Lorraine and with pre- 
tensions to a royal rank. Francis, duke of Guise, the gISs^!^*** 
first of this house to win a great name, was one of the 
most trusted generals of Henry II. The other family 



164 



The Growth of the French NcUion, 



Admiral 
Coligny. 



Catherine de 
Medici. 



F'rancis II., 
1559-1560. 



was that of Ch^tillon, whose most famous member, the 
admiral Coligny, by his brave defense of St. Quentin, in 
1557, checked the most dangerous Spanish invasion of 
the, war. The Italian policy of Francis I. had given to 
his son Henry a wife from that country, whose name is 
famous, or infamous, in the annals of France, Catherine 
de Medici, but her husband allowed her no share in 
public affairs, and so long as he lived she was without 
influence. 

Henry was killed in 1559 by an accident in a tourna- 
ment which was held in Paris to celebrate the conclusion 
of peace and the marriage of the king*.> daughter with 
Philip n. He left the throne to his son Francis II., 
who is chiefly remembered as the husband of Mary 
Stuart, but whose reign of a year and a half inaugurated 
the religious civil wars. 



A general de- 
mand for a 
reformation. 



The same influence in the religious world which led to 
the beginning of the Reformation proper in the work of 
Luther, led in France to a similar beginning, which 
found public expression" even earlier chan in Germany, 
and was characterized by all those tiaits of protestantism 
which were purely religious, as distinguished from the 
theological peculiarities of Luther. These influences, 
indeed, were strong and deep in all the countries of 
Europe throughout the fifteenth and at the beginning of 
the sixteenth centuries. The demand for a reformation 
was universal, not in the later sense of a profound 
change in the doctrines and forms of the medieval 
church, but as a demand for a moral and spiritual 
reformation to do away with the ecclesiastical abuses 
which were recognized by all and restore to the church 
a more spiritual Christianity. In one direction this 
demand gave rise to the Protestant Reformation; in 
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another to ecclesiastical reform, stimulated by rebel- 
lion perhaps, in the Catholic Church. That the begin- ^n independent 
ning of a religious teaching like that of Luther, which p^ncT*'***" *" 
goes back in France into the reign of Louis XIL, 
would have led to such a result as the formation of the 
great Huguenot party without the influence of the Ger- 
man Protestant Revolution may very well be doubted. 
It certainly prepared the way for more extreme teach- 
ings and for a complete separation from the old church. 
Having an independent origin and distinctive features 
of its own, the French Reformation soon received an in- 
dependent system of theology and of church organiza- 
tion, which not merely preserved its peculiarities and 
saved it from being absorbed in the German movement, 
so much stronger at the start, but which also gave it the 
strength of organization and of a definite body of belief, 
and a power and position in France which it might not 
otherwise have had. This was the work of Calvin. johnCaivin. 
Born at Noyon, not far from Paris, of a family connected 
with the church, he was provided with benefices from 
his childhood, and was educated by his father for the 
practice of the law. He would have been no doubt a 
great lawyer, for his was a mind profoundly legal and 
logical. But while still a student he adopted the new 
feiith, surrendered his benefices, and, taking refuge at 
Basle from a temporary persecution under Francis I., he 
published there, in 1535, when he was just past his 
twenty-sixth birthday, the first edition of his ** Institutes 
of the Christian Religion, ' ' the most profound work of ^j^^ ,. institutes 
Protestant theology, and one of the greatest in the phi- Religion!" *^**° 
losophical history of the world. This work he after- 
wards enlarged and, in 1541, he published a French 
translation, afterwards many times republished. The 
influence of this book upon the French literature and 
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language was strong and lasting, but its greatest results 
were produced, as intended, in the religious field, giving 
to the protestantism of France deliniteness and the 
means of oi^anization. 

It must be admitted that the Protestant body in 
p?«e«ianu France received accessions from a source not distinctly 
middieaiid rcligious, clcmcnts led to join it from other motives, and 
higher ciaBes. from this fact un- 

doubtedly some of 
the evils of the re- 
ligious civil wars 
arose. The lower 
classes, who in Ger- 
many and in Eng- 
land passed almost 
in a body over to 
the new faith, in 
France mostly re- 
mained faithful to 
the old church. The 
middle and higher 
classes furnished the 
main body of 
French Protestants 
— the richer burgh- 
ers of the towns and 
the nobles of the 
Costume of the Time of Hemrv IL country dlstric^ts. 
This was particu- 
larly the case with the nobles of the southwestern part 
of France, in the country between the Loire and the 
Thrir motives Pyrenees. But intense devotion to the Reformation 
purei'vr^iKious. principles was not always the strongest motive with these 
nobles. This was a part of France which had been 
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brought under the Capetian monarchy only recently. 

It had l6ng been practically independent under the Some remains 

English rule, and something of the old feudal feeling 

still survived there — not merely dislike of the French 

rule, but especially of the strong government of the 

king. Protestantism gained among this class when it 

became evident that it was likely to be a separating and 

dividing influence in the state. Apparently still less andsom d i 

worthy motives influenced some — ^the hope of a com- of revolution. 

plete revolution in the state which should lead, after the 

example of the Protestant states of Germany and of 

England, to the confiscation of the rich endowment lands 

of the church and to their distribution among the nobles. 

The Protestant body in France contained, from these 

sources, a political element which stood ready to fight a 

carnal battle and even to listen to conspirators who were 

planning murder and treason. 

Francis II. was fifteen years old when his father died. 
Legally he was of age, but in mind he was still unfit to 
rule, and a rivalry for the control of the king and the 
government had its bearing on the beginning of the civil 
wars. Francis was under the influence of his wife, Mary „ ^ _, 

. ^ Mary Stuart. 

Stuart. Her mother was a sister of the duke of Guise 
and naturally she threw her influence in favor of her rel- 
atives, with the result that so long as Francis lived the 
government was entirely in the hands of the duke of 
Guise and of his brother, the cardinal of Lorraine. The 
princes of the Bourbon family stood the nearest to the 
crown after Francis and his younger brothers, though 
they were only distantly related to the king. They 
naturally believed that the greatest position at the court 
belonged to them, and they resented the rule of the 
Guises as that of upstarts and foreigners. All parties in 
France who were dissatisfied with- the government 
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looked to them for leadership, ^nd, as the Bourbons were 
Protestant, the country soon divided itself into two great 
factions, the one Protestant and Bourbon, the other 
Catholic with the Guises at its head. Antony of Bour- 
bon, king of Navarre, through his marriage with the 
heiress of all that remained of that kingdom since the 
seizure of the Spanish portion of it by Ferdinand the 
Catholic, was the head of the Bourbon family, but he 
was of a vacillating character, not well fitted for leader- 
ship. His younger brother, the prince of Cond6, was a 
man of more decision but not disposed at first to take 
the place which belonged to his brother. 

The policy of the French government toward the 
Protestants had been a changeable and inconsistent one. 
Francis I. had sometimes persecuted and sometimes tol- 
erated. Henry II. had intended to follow more closely 
a policy of repression, but he had not always done so. 
The Guises were disposed to be intolerant, and it was a 
step in this direction which they took in turning Prot- 
estants out of their employments and depriving Prot- 
estant nobles of their offices and pensions, which fur- 
nished the material for the conspiracy which may be re- 
garded as the first open act in the civil wars, though 
actual war did not yet begin — the conspiracy of Am- 
boise. This was a plot to seize the person of the king, 
to overthrow by force the government of the Guises, 
and to place the Bourbons in power. It was revealed 
before it could be put into execution, and the Guises 
took such bloody vengeance that the hangmen grew 
weary and the victims were drowned in batches in the 
Seine like dogs. They sought for proof which would 
involve the Bourbons in this conspiracy, especially the 
prince of Cond6, but the evidence was insufficient. 
They felt themselves strong enough, however, to secure 
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his arrest upon another charge, and he was condemned 

to death, but the chancellor, 1' Hopital, a man of tolerant 

and moderate views, who had been appointed to office 

through the influence of Catherine de Medici, refused to 

sign the warrant, and during the delay which this caused 

the young king suddenly died and the power of the 

Guises instantly collapsed. Mary Stuart returned to 

Scotland to begin her dramatic and unhappy history 

there, and Catherine de Medici at last had scope for 

her ambition. Francis was succeeded by his brother, chariesix. 

Charles IX. , who was not yet eleven years old. "560-1574. 

In drawing the government into her hands, Catherine 
de Medici followed the plan of balancing one faction in catherinede 
the state against the other. To keeo herself in power, 
she strove to prevent either party fr jm becoming strong 
enough to deprive her of it. From political motives she 
adopted the policy of toleration which her minister, the 
chancellor Michel de T H6pital, advocated from principle. 
As the Guises were at the moment of the king's death 
too strong, her first step was to raise the party of the 
Bourbons to offset them. Cond6 was set at liberty. 
Antony was made lieutenant-general of the kingdom. 
Coligny was restored to his offices. They were all al- 
lowed to hold Protestant services in their apartments at 
the court, and an edict was issued suspending the pun- 
ishment of heretics for a time and granting to certain 
places the privilege of Protestant worship. 

These acts naturally excited the alarm of the Catholics. . 

^ ... alarms the 

The question ceased to be a merely political one with Catholics, 
them, a question as to which party should control the 
king, and became chiefly religious. It became the 
question : Was the king going to adopt the new re- 
ligion and carry the country with him, as the king of 
England had done ? The leading Catholics began to 
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take an attitude of opposition. The Parlement and the 
Sorbonne protested. The Jesuits began to make their 
influence felt. The pope and King Philip II. of Spain 
remonstrated. Catherine sought to balance these for- 
eign allies of the Catholic party by seeking friends 
among the Protestant princes of Germany. Finally the 
constable, Montmorency, who was closely bound by 
family ties to Coligny, and who had held up to this 
time a neutral position though a Catholic, became 
alarmed for his faith and joined the Guises. 

Still Catherine did not change her policy. In Sep- 
tember, 1 56 1, she held a public debate between repre- 
sentatives of the Protestant and of the Catholic clergy in 
the hope of finding some common ground of compro- 
mise. It served only to exasperate feeling still further. 
This, indeed, had been the chief result of her policy of 
toleration, and acts of violence on both sides became 
common under the eyes of the court. The Guises re- 
tired to their estates in the east with the intention of 
seeking help from abroad. Antony of Navarre, finding 
that he had gained no real power and trusting to the 
suggestion that Philip II. would find him compensation 
somewhere for Spanish Navarre, abandoned the Protes- 
tant and joined the Catholic party. Everything was 
ready for civil war. It needed only some act of especial 
violence, from either side, to begin it. This was fur- 
nished, on the first of March, 1562, by the '* massacre of 
Vassy. ' * The duke of Guise, on his way to Paris with a 
company of two hundred attendants, came to Vassy on 
Sunday morning. A large number of Protestants had 
assembled there for religious service in a barn. Some 
of the duke's followers interfered with their services, and 
one act led to another until it came to actual fighting, 
and many of the unarmed Protestants were killed or 
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wounded in spite of the efforts of the duke to stop the 
bloodshed. 

From this time on until the final pacification under 
Henry IV. in 1598, there is an almost continuous civil years of war. 
war in France. In form the period is divided into sep- 
arate wars. Four of them are counted in the reign of 
Charles IX., and four more in the reign of Henry III. 
These wars are separated from one another by formal 
treaties of peace, but none of these was more than a 
temporary suspension of hostilities, to try, it may be 
said, if intrigue would do what force had failed to ac- 
complish. The details of these wars it is impossible to 
follow here. It may be said in general that the Hugue- 
nots had the worst of it in the fighting, and were usually 
granted very favorable terms in the treaties of peace. 

In the first war Antony of Navarre was killed fighting 
on the Catholic side, and Duke Francis of Guise was wars, 
assassinated, as his family firmly believed, though history 
does not, at the instigation of Coligny. It must be ad- 
mitted, however, that Protestants as well as Catholics 
preached a doctrine at this time which came very near to 
justifying the murder of powerful enemies of the true 
faith, whichever that was. The new duke of Guise, 
Francis's son Henry, and his brothers, Charles, duke of 
Mayenne, and Louis, the second cardinal of Lorraine, 
were the chief leaders of the Catholic party in the follow- 
ing period. In the third war, the prince of Cond6, the 
head of the Huguenot cause, was killed, but the brave 
queen of Navarre restored the spirits of the army by con- 
fiding to them the young princes, her son, Henry of 
Navarre, and his cousin, the new prince of Cond6. 

The peace of St. Germain which closed the third war 
introduced a practice which had important consequences J^|J*of rSL^c. 
in the future history of France. In order to give to the 
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Huguenots a feeling of security they were allowed to se- 
lect four strong cities in which they should have the ap- 
pointment of the governor and the right of placing their 
own garrisons. This was the beginning of the practice, 
difficult to drop when once begun, which was finally em- 
bodied in the edict of Nantes and which gave to the 
Protestants a position of semi-independence in the state, 
apparently of much advantage to them, but in reality a 
great source of danger when the policy of close centrali- 
zation, interrupted for a time by these civil strifes, 
should be resumed. 

As early as the first of these civil wars, foreign states, 
the enemies or rivals of France, began to show them- 
selves ready to take advantage of the weakness of the 
nation. The Catholic party naturally looked for aid to 
Philip of Spain, the greatest sovereign of their church 
and heartily devoted to the restoration of Catholicism, 
and Philip was anxious to respond. Had his hands been 
entirely free for action in France, he might have been 
able to free the House of Hapsburg from its most 
dangerous enemy of the immediate future. On the 
other hand, the Huguenots as naturally turned to Eliza- 
beth of England. She was no more at liberty than 
Philip to profit in full measure by the opportunity. But 
she clearly showed that she was alive to her own inter- 
ests when she demanded that Havre should be placed in 
her hands in return for her assistance. The Huguenots 
yielded to this demand, but when the war had closed 
they showed their unwillingness to allow a new Calais to 
be established on the French coast by uniting with the 
king's forces to drive the English out. It was the pro- 
tection of France in this age of her weakness that her 
rivals were also fully occupied with their own domestic 
difficulties. 
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For one moment after the third war, France seemed 
about to resume her plans of foreign aggrandizement ^f'^^^l^^ 
and to take advantage of the difficulties of Philip II. in 
the Low Countries. Charles escaped for a time from 
the influence of his mother. Coligny became the royal 
favorite and found Charles ready to listen as he unfolded 
his plans for the recovery of Flanders in alliance with the 
Protestants and for the establishment of French suprem- 
acy in the lower Rhine districts. If Charles had had 
only a trifle more decision of character when the moment 
for action came, the policy of Coligny would have been 
tried, and it looks to us, at this distance of time, as if it 
would have been successful. But Charles hesitated to 
take the final steps until it was too late. 

If the influence of Coligny over the king did not lead 

- . « , , , , . Catherine de 

to foreign conquests, it had momentous results at home. Medici threat- 

Catherine de Medici was filled with fear as she saw the loss of power. 

control of Charles slipping from her hands and believed 

herself threatened with the total loss of power. She 

would not have been averse to a war with Philip II. for 

Flanders even in alliance with the Protestants, if it could 

have been under her direction. It was not the policy so 

much which she disliked as the loss of position. To 

save herself she came to an understanding with her 

second son, the duke of Anjou, and together they 

planned the murder of Coligny. The assassin whom 

they hired only wounded the admiral, and his influence 

with the king became stronger than ever. This failure g^e plans the 

meant necessarily open war. Catherine must now over- cSfgny^ 

throw Coligny or suffer the loss of everything she was 

contending for. 

Then it was that she and her friends resolved to 
persuade the weak and irresolute king of the existence 
of a widespread Protestant conspiracy, directed both 
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against the person of the king and the safety of the 
state, which could only be overcome by striking down 
the leaders suddenly and secretly. Finally they so 
worked upon the feelings of Charles that, beside him- 
self with fear and perplexity, he cried out to kill them 
all, that not one should be left to reproach him with the 
deed. They took him at his word and the massacre of 
St. Bartholomew was the result. It was an especially 
favorable opportunity to destroy the Protestant leaders, 
because large numbers of them had come up to Paris 
to attend the recent marriage of Henry of Navarre 
with the king's sister, Margaret of Valois, which was 
to seal and render permanent the peace just con- 
cluded. For three weeks the mob killed at will in 
Paris and the example was followed in the other cities of 
France. A most conservative estimate places the num- 
ber of dead at two thousand for Paris, and between six 
and eight thousand in the provinces. The Protestants 
were not so crippled, however, but that they instantly 
took arms in the fourth civil war and secured very favor- 
able terms of peace at its close. 

Charles IX. was succeeded by his brother, Henry III., 
a most depraved and utterly worthless man. His reign 
is marked by the rapid progress of events toward the 
natural outcome of these long civil strifes, the dissolution 
and ruin of France. The first open step in this direction 
was taken even before the death of Charles IX. , in the 
formation of the Protestant "Union.'' The cities and 
districts where protestantism was supreme took the local 
government into their own hands, and further formed 
themselves into a common, semi-national organization 
with estates general of their own. It was a kind of 
aristocratic republic, almost an independent state within 
the state, and in the end it must have been really so had 
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the civil wars continued. This was followed by the or- 
ganization of the Catholic "League" of the more ex- JSf ''"'"'"'^ 
treme and uncompromising Catholics with the Guises at 
their head and the Spaniards in close alliance. In the 
wars that followed Philip II. interfered more actively 
than ever in France. His money supported the League, 
and his troops were at its command ; some of its cam- 
paigns, indeed, were 
little else than Span- 
ish invasions. 

Between the Pro- 
testant Union on 
one side and the 
Catholic League on 
the other there 
seemed to be no 
future left for the 
united France which 
the long labors of 
the Capetians had 
only just brought 
into being. But the 
hope of the future 
lay with a new party 

which was now be- hknrv hi. 

ginning to appear, 

composed mainly of Catholics under the lead of the 
Montmorencies and others. They were men tired 
of the long suicidal strife, and disgusted with its 
extremes, of moderate views themselves and anxious to 
secure a permanent peace on the basis of compro- "/^^"„^^" 
mise and toleration. This was the party of the "Poli- 
iiques." 

The general policy which Henry III. attempted to 
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follow was that of alliance with neither of the two ex- 
treme parties, but to hold a position of his own over 
against them both. The only result of this policy was 
to isolate him completely and to deprive him of almost 
all the relics of authority which were still left the king. 
murdMs ill ^* ^^' '" ^ desperate effort to relieve himself of the rival 
dukcofGuit^ whom he could not overcome, he had the duke of Guise, 

who was the 
idol of the Paris- 
ians, murdered 
in the royal bed- 
chamber and al- 
most at his own 
feet. The fury 
of the League 
at this act drove 
him into alliance 
with Henry of 
Navarre, w i th 

and allies him- , ^i n ,. 

Bslfwilh Henry whom the Polt- 

tiques were also 
acting. With 
great skill the 
P ro testan t 
Henry had been 
gaining lately 
one success af- 
ter another, 
and now, with 
Henry III. on 
Court Costume, Timb of Hbkry IIL his side, he con- 

tinued to ad- 
vance, until in the summer of 1598 they were able to 
lay siege to Paris, the stronghold of the League. Just as 
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they were ready to attempt the city by assault, Henry 

III. was murdered by a Dominican friar, acting upon the S«^^^* 

tyrannicide theories so freely preached on both sides. 

The sudden death of Henry III. changed the whole 
situation. He was the last of the Valois. If the strict The question 

of succession to 

rule of succession, as established earlier by the Salic the throne. 
Law, was to hold, the king of France was Henry of Na- 
varre. His line — the Bourbon — ^had branched from the 
parent stem far back in time, beyond the beginning of 
the Valois family even. His first crowned ancestor in 
the male line was Louis IX. , who had been dead more 
than four hundred years. But all the intermediate lines, 
some forty in number, had become extinct, and there 
could not be the slightest doubt of his right to the 
crown. He was a heretic, however. The League could 
not accept a Protestant king. Henry, though he was not 

The heir & 

yet ready to become a Catholic, showed himself strongly Protestant, 
in sympathy with the tolerant views of the Politiques, 
but this was not enough for the extreme Catholics. 
They looked about for some other icing. The Guises 
had earlier advanced some pretensions of their own to 
the French crown, and had had prepared with care 
genealogical tables which showed their descent from 
Charlemagne and suggested an earlier and better right 
than that of the usurping Capetians. But even the 
Guises themselves could not seriously entertain the claim 
when it came to the actual test, and they sought out the 
nearest prince of the blood who was Catholic, Charles, 
cardinal of Bourbon, the uncle of Henry, and proclaimed 
him king as Charles X. 

Henry conducted his cause with wisdom. He re- 
tired from Paris into the north of France; made ar- Jf^oe/^*' 
rangements for aid from England ; and gained the two 
successes of Arques and Ivry. Then he laid siege to 
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Paris and had almost starved it into surrender when the 
siege was raised by a Spanish army. The attempts of 
Philip II. to secure the throne of France for his 
daughter, with an Austrian archduke as her husband, 
began to turn the tide of public feeling against the 
League, as an ally of the foreign enemies of France, and 
this feeling was still further increased by a remarkable 
anonymous satire, the Satire Minippie^ which covered 
the League with ridicule. 

Already Henry had signified his willingness to be 

^ecomeia instructed in the Catholic faith. He soon professed 

himself convinced of the error of his ways, and in July, 
1593, solemnly renounced the Protestant faith arid was 
received into the Catholic Church. To Henry the 
crown was worth the act. He was not a man who 
could have intense convictions, either from personal 
character or from the training of his life. Toleration was 
natural to him and he undoubtedly believed — ^an unusual 
belief in his day — that both religions were Christian. 

One by one his enemies and the Catholic cities sub- 
mitted. War was openly declared against Spain, which 

He secures could not easily be brought to understand that its 

the throne. . *, e • r ^^i • m t t-^ 

opportunity for gam from the civil wars of France was 
past. But no success was gained on either side in this 
war, and in 1 598 peace was made, leaving each country 
with the same boundaries which it had had at the death 
of Henry III. To a contemporary observer it might 
have seemed that the two states were in the same rela- 
Peace with ^^ve positiou as forty years before. But in truth Spain 
Spam. YiSi^ been far more exhausted than France by the 

struggles of the last half century, and while the latter 
was about to enter upon a new career of conquest, the 
former was passing into an age of decline and decay 
from which she has not yet recovered, 
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A few days earlier than the signing of the peace with 
Spain, Henry had taken a step to secure the permanent Janus**^^ ^^ 
internal peace of the kingdom which had been vainly 
sought so long. The edict of Nantes was signed April 
I3» 159S. This edict secured to the Huguenots tolera- 
tion throughout all France. They could reside and 
hold their faith wherever they pleased. The offices of 
the state were open to them. Their form of worship 
could be publicly celebrated in certain specified places. 
Mixed judicial tribunals were organized for their protec- 
tion in suits at law. They were still to hold the cities 
of surety and their garrisons were to be paid by the 
king. The government recognized their right to hold 
their synods for the management of their ecclesiastical 
affairs. The edict went even further than this and 
allowed them to keep up some of the semi-political 
arrangements of their Union, to hold their general 
assemblies, or estates general, once in three years, and 
to present their complaints to the government for 
redress. , It was not religious liberty in our understand- 
ing of the term, for the Huguenot was not on quite the it secured, not 
same footing in the community as the Catholic. He iiberty"but 
was tolerated, not absolutely equal. But it was going 
very far for the sixteenth century, and seemed to the 
pope and to the extreme Catholics a sinful surrender to 
the heretics. It was accepted by the nation, however, 
aijid it worked well in practice so far as its religious 
features were concerned. Under the peace which it se- 
cured France rapidly recovered from the losses of the 
past and entered upon a new period of prosperity. Its 
greatest defect proved to be in its political features, 
which broke the centralization of France and formed 
one of the very last strongholds of resistance to the 
perfect absolutism of the king. 
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CHAPTER XII. 

FRANCE AGAIN A EUROPEAN POWER. 

The dozen years that Henry IV. reigned, to 1510, 
after he had established peace at home. and abroad, were 
years of recuperation for France. The sufferings of the 
nation had, perhaps, not been so great in amount as 
during the Hundred Years' War with England, but 
they had been of the same kind. To a certain extent 
there had been a return to the methods of the feudal 
wars of an earlier age. It had been mainly a war of the 
nobles. The third estate, either the peasant or the 
townsman, had taken comparatively little part in it, but 
they had suffered from it on every hand. Fields were 
laid waste and villages and even cities destroyed. The 
cultivator of the soil and the merchant of the town were 
often put under heavy contributions which were illegal 
but which they had no means of resisting. The roads 
were rendered unsafe, trade declined, and even the 
public markets and fairs were broken up. The robber 
baron reappeared, and fortifying himself in some castle 
he had seized, threw off all authority and held the coun- 
try in terror as far as he could reach. The peasants in 
despair formed in armed bands to protect themselves, or 
even appealed to force in a great pieasant insurrection — '• 
that of the Croquants in 1594 — as in the worst days of 
feudalism. Contemporary descriptions of the desolation 
of the country would seem to carry us back to the begin- 
ning of the reign of Charles V., after the great English 
invasions. 
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In one respect this whole period of the religious civil 
wars is characterized by loss — the almost total destruc- Decline of the 
tion of the royal authority — a loss which finds a parallel in ity. 
the English war only during brief intervals and in the 
very darkest days, in the reign of John or under the 
mad king, Charles. VI. The Huguenot Union and the 
Catholic League, or, one might say in place of the latter, 
the absolute power of the Guises — 'Duke Henry of Guise 
was called the King of Paris — ruled great portions of 
France with very little reference to the sovereign and 
often in open, defiance of him. And even in what was 
left to them the weak and irresolute sons of Henry 11. 
could not maintain their authority — no such authority 
at least as Louis XII. and Francis I. had exercised. 
Most characteristic of this condition of things is the 
resuscitation of the Estates General to bolster up the cenerain? 
government. This is the only period of frequent meet- ^* 
ings of a national legislature between the fifteenth 
century and the Revolution, and though the Estates 
General themselves were powerless to gain anything 
from the crisis, their pretensions form one of the things 
with which Henry IV. had to deal at the beginning * 

of his reign. 

But this was not the worst. A real feudal system 
took long steps toward the reoccupation of all France. 
The practice had grown up not long before of bestowing 
governorships of the provinces upon the great nobles of 
the court, among the offices which reconciled them to 
the loss of their political independence. Under a strong 
king they had but little real authority, while they were 
provided with generous incomes and with the oppor- 
tunity to make, pretense of power and a brilliant display 
and to hold a little local court of their own when they 
pleased, in imitation of the king's court. But the 
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break-down of the central authority converted this pre- 
tense of a government into something real, or at least 
gave the opportunity and the suggestion of such a con- 
version. In a great number of the provinces, the gover- 
nors, whether Catholic or Protestant, but especially the 
leaders of the 
League, established 
a rule of their own 
which was almost or 
quiteas independent 
as that of the great 
dukes or counts in 
the same provinces 
under Philip Augus- 
tus. The process 
went still further, 
just as in the orig- 
inal feudal system, 
and many of the 
smaller nobles, or 
commanders of the 
king's garrisons, set 
up their own author- 

HEtmv IV. 'ty O^^'' t'^^'"' '^"^ 

or towns and defied 
the governor. Some of those who had taken this 
position went as far as seriously to discuss the means of 
rendering permanent the powers they had usurped, and 
proposed to introduce again liege homage, as the only 
bond of connection between themselves and the king. 

It was then a double task which confronted Henry 
IV., intent upon the recovery of France. The royal 
authority, for one thing, must be again established 
everywhere and the centralization of the state renewed- 
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In the second place, but only to be accomplished when 
the first had been in great measure completed, order 
must be restored, the farmer and the merchant must be 
made secure, and France directed once more into the 
way of prosperity and economic renewal. 

The first of these tasks was, in the main, accomplished 
before the edict of Nantes. As province after province 
was occupied by Henry in his conquest of the kingdom, 
it was reduced to order. The smaller nobles were He forces the 

f . . , , . small nobles to 

forced to submit ; the brigands were punished and the submissioti, 

roads made secure ; the great nobles, too powerful to be 

personally punished, their good-will also often necessary 

to Henry, were bought, often with large sums of money, 

to surrender the powers they had illegally seized. The 

duke of Mayenne received three and a half million 

livres for his hold upon Burgfundy, the duke of Mer- 

. J , and buys off 

cceur, four million for Brittany. They were both of the the great ones. 

family of Guise, and others received as large sums. It 

is estimated that Henry spent thirty-two million in this 

way ; equal in value to nearly twenty-five million dollars 

to-day. And it was money well spent to secure the 

future of France. The nobility showed itself in many 

ways sullen and discontented so long as Henry reigned. 

It stood ready to take part in conspiracies against the 

government or even against the life of the king; but 

it ruled no more. It fell back into the condition of 

comparative political insignificance from which it had for 

a moment emerged. 

With the difficulty which the revival of the Estates 
General made for an absolute king, Henry had less ^rSIIs?he 
trouble. He never called them together after the king- fg^^^f^^^^"*""* 
dom was well in his hands. In their place he adopted 
the expedient of earlier kings and called an assembly of 
notables to meet at Rpuen in 1596. Its membership 
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was small, carefully selected, and mainly of the third 
?JfabiiStri«to estate, which the king thought more to be trusted. It 
amenuiT ^ov-* Contained nine representatives of the clergy, nineteen of 
eminent, ^^ nobles, and fifty-two of the third estate. But even 

this assembly, so carefully constructed, showed the 
spirit of reaction against the monarchy which the times 
had engendered. They would vote revenues to the 
government for three years only ; demanded to be con- 
voked anew at the end of that tin^ ; and appointed 
a permanent conseil de raison^ as they named it, or com- 
mittee of accounts, to sit in the interval and take 
charge of the financial affairs of the state. But this 
committee found the task too difficult and in a few 
weeks begged the king to resume control. **Once 
but fails. more," says a recent French historian, **the nation 

abdicated in favor of the sovereign.'* 

If the third estate had had good leadership, if the 

The failure was . . ° .... 

due to the nobility had been less selfish, and more willing to join 

with the third estate in the construction of a common 
parliamentary government, in the place of planning for a 
restoi-ation of feudal isolation ; above all, if the people of 

of ?ra?n\n|^hi^^ France had had training in constitutional action in the 

menf.°^^™ machinery of local government, self-government for and 
by the nation might have been wrung from the weak- 
ness of the sovereign power in this generation. But the 
crisis passed. Henry had no further trouble from the 
national legislature, as he did not from the nobles, and 
the state slipped back easily, under the impulse of his 
strong rule, into the way of absolutism which it had 
been following before the interruption of the civil wars. 
The second task, that of wisely fostering the economic 

The economic rccovcry of France, more difficult, from the slender 
store of acquired knowledge of that day, than the task 
of reconquest, was certainly more slow. It could not be 
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accomplished by the sword or by bribes. In it, Henry 
was faithfully aided by his great minister, the duke of suHt- 
Sully. He did not always approve of the king's policy ; 
he was less wise and less able than Henry ; and he 
looked well after his own private fortune ; but man- 
aged with great skill the widely 
varied interests which Henry in- 
trusted to him, and he knew how 
to submit his judgment to the 
king's, and even how to make the 
policy of which he had not ap- 
proved seem to be his own. 

To Henry, and to Sully even sully. 

inore, agricultural prosperity From a silver medal. 

seemed to be the foundation of all prosperity, and their 
efforts were especially directed to protect the peasant. ofagrictSure. 
The heaviest burden of the taxes, the taille or land 
tax, rested upon the cultivators, so that the order 
and economy which were speedily introduced into the 
national finances were a direct aid to agriculture. The 
public debt was reduced, interest on the remainder was 
cut down, expenses were lowered, and as a result the 
taxes became less and less heavy while the state accu- J^™^"' 
mulated a reserve. Inquiry was made into the preten- 
sions of the nobles, and many who had usurped tides 
and so freed themselves from the iaille were put back 
into their proper class. The nobles' right of chase was 
limited in the interest of the farmer. The introduction 
of new lines of agriculture, like the culture of the silk- 
worm, and of more scientific methods, was encouraged, 
and marshes were reclaimed under the patronage of the 
government. Most enlightened of all was the policy 
which removed restrictions from the exportation of grain 
and allowed the cultivator to sell in the best market 
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which he could find. The result of all these measures 
was a rapid recovery of agricultural prosperity through- 
out the kingdom, so great as to attract the attention of 
contemporary chroniclers. 

Sully was not so much in favor of the encouragement 
of manufactures as Henry. He thought the mechanic 
made a poor soldier. The king had a wider view, and 
he devoted much care to the development of manufac- 
tories, especially of articles of luxury, which drew annu- 
ally large sums of money from France ; silk, tapestries, 
glass, carpets, linen, and metal works of various kinds, 
all received his favor and prospered. 

Commerce, foreign and domestic, received its share 
of attention. The roads were made secure and easy, 
and regular means of communication established along 
the post routes. A great system of canals was planned 
and the Loire and the Seine were connected. Treaties se- 
curing commercial privileges were negotiated with foreign 
states, and Henry employed with some success the prin- 
ciple of reciprocity against their tariffs and port charges. 
He protected his merchants from pirates ; affirmed that 
foreign trade was not derogatory to the. noble ; and at- 
tempted, though without success, to organize a French 
East India Company. His activity reached to the New 
World, and began the great French colonies there. 
Port Royal in Acadia was founded in 1605, before the 
earliest of the English thirteen colonies, and in 1608 
Champlain founded Quebec. 

In ten years there was a new France. Violence and 
lawlessness had been suppressed. Order and security 
reigned everywhere. The people were prosperous and 
growing rich. The taxes were more remunerative and 
less burdensome. The treasury had an accumulated 
fund of twenty millions. It is not strange that Henry, 
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who was by nature and disposition a soldier, should be- 
lieve that the time had come when France might once 
more resume the plans for foreign influence and con- 
quest which she had been compelled to lay aside for so 
long. 

The great object of his policy in all parts of Europe — 

...... . . . , Henry resumes 

and his diplomacy was active in every capital, as soon as the foreign poi. 

he was on his feet in France, in Italy, in Germany, and in 

the little states of the Alps, in England, Holland, and 

Turkey — was to keep in check the House of Hapsburg, apinst the 

whose power he still feared, and if possible to form the Hapsburg. 

other states into a coalition against her. Whether he 

ever really cherished, as a practicable scheme, the * * Great 

Design,'* the dream of a great federation of Christian 

states to maintain the peace and the balance of power of 

Europe, which Sully describes at length in his memoirs, 

may well be doubted. Perhaps he looked forward to it 

as something which the future might realize, or which he 

would like to bring about if he had the power, and he 

may have talked such a plan over with his minister in 

that sense — two most broad-minded men looking on to 

an ideal state of things, which so practical a man as 

Henry at least could never really hope to see. 

The preponderance of the Austrian dynasty, however, H^ry.g lilies 
was very real, and the necessity of combining other states States **^**^^* 
together against any extension of its power. If he 
became a Catholic in France, Henry did not break with 
the German Protestant states which had been his allies, 
but he encouraged them in their resistance to Austria 
and aided them in their plans for growth. Finally, in 
1609, a question arose in Germany — the question of the 
right of succession to the little duchies of Cleves and I^X^^^^ ^ 

^ succession to 

Juliers in the Rhine Valley — upon which Germany di- S^g^***** 
vided into two hostile camps. Catholic or Austrian, and 
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Protestant or anti- Austrian. War seemed on the point 
of breaking out — the war which came shortly and is 
known as the Thirty Years' War. Henry judged it to 
be a favorable time for the inevitable struggle. He had 
three armies in readiness on the frontiers. Mary de 
Medici was appointed regent in his absence, and had 
just been crowned that she might act without question, 
when Henry was stabbed in his carriage in the street and 
died instantiy. 

There had been conspiracies in plenty against the life 
of Henry. The marshall Biron, who had been a general 
of Henry's and an ambassador abroad, and who had 
been pardoned for one conspiracy, joined another plot, 
and was at last beheaded. That the assassin, Ravaillac, 
had any connection with the malcontents of high rank, or 
with enemies abroad, who would either of them hardly 
have hesitated at employing him for the purpose, never 
has been proved and never disproved. He may well 
have been one of the believers' in the duty of tyrannicide 
and have been acting for himself alone. The blow of 
his knife threw the nation back into a new time of dis- 
order, but happily one of shorter duration than that 
from which the murdered king had rescued her. 

Louis XIII. was less than ten years old. His mother, 
Mary de Medici, who became regent, was a foreigner 
who had had no share in public affairs while Henry 
lived and had no party devoted to her in the state. She 
was ambitious of power, but she had no political ability, 
she was always under the influence of favorites whom she 
could not control, and she believed that everything was 
to be accomplished by intrigue and bribery. 

The good order which Henry had established in the 
state was his personal work and it needed his personal 
genius to sustain it. Twelve years was not time enough 
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to overcome the habits of disobedience and anarchy 
which the civil wars had formed in the characters of the 
great nobles. They were kept under so long as strong 
compulsion was exercised over them, but when it was re- 
moved they at once reasserted themselves. The country 
relapsed immediately on the death of Henry into a con- disorder. 
dition closely resembling its condition in the reign of 
Henry HI. There 
were, however, some 
suggestive differ- 
ences. The- third 
estate, country or 
townspeople, could 
scarcely be induced 
to take the slightest 
interest in the strifes 1 
of this time. They 
stood aloof from all I 
parties and contrived 
to retain something 
of the prosperity 
which they had lately 
secured. Another 
difference was that 
the rebellions of the 

nobles and of the Bo™inFlor«"T.574."m^''J^""E«rbninch 

Huguenots_ were ?^Slrt'^nlV^d™'&^T&^t':U" 

hardly seriously 

meant in this period. They were appeals to arms, not 

really with the intention of securing political independ- uuerseifiji 

ence and dividing France once more into little states, o^^"*" 

but merely in order to force the government to buy 

them off, either with money outright or with new privi- 

\<^fs. It was a way of drawing a pistol on the state 
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with the order to stand and deliver. Mary de Medici 
thought it the easiest way to secure peace to respond to 
their demands, which naturally had the effect of making 
them larger on the next occasion, and the vast sums of 
which Cond6 and his fellow brigands plundered the state 
more than exhausted the reserves which Henry and 
Sully had accumulated. 

Five of these civil wars are counted during the minor- 
ity of Louis XIII. , or rather before the advent of Rich- 
elieu, but the only one of them worthy of any attention 
or which had anything better than sordid motives behind 
it, was the revolt of the Huguenots in 1620. This began 
upon the attempt of the king to establish liberty of wor- 
ship for the Catholics in B€am, according to a promise 
which his father had made to the pope. The Protestant 
party professed to see in this an attack upon their liber- 
ties as a whole, and to fear the violation of the edict of 
Nantes. Their organization gave them almost the posi- 
tion of an independent nation and they attempted to 
strengthen themselves with foreign alliances. If they 
had been successful in the war their conditions of peace 
would undoubtedly have been the practical separation of 
France into two independent states. But they were not 
successful. They lost many towns to the king ; the 
higher Protestant nobles showed themselves as ready to 
be bought off as their Catholic peers ; and at the close 
of the war, in 1623, the Huguenots were able to retain 
independent control of only two of their great fortresses, 
La Rochelle and Montauban. 

Since the reign of Louis XL, the Estates General of 
France had been called together, as we have seen, only 
in times of public confusion and of weakness on the part 
of the government. It was to be expected that they 
would meet again during this period. In the first civil 
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war Cond€ had demandM that they should be called to- 

g-elher, not from any desire to have them meet, but Their lut 

1 i It 111, metling btfore 

merely because the demand would embarrass the gov- '7B9- 

emment. The regent promised that a meeting should 
be held, and in 1614 they met, but they did nothing. 
They showed them- 
selves, in fact, en- 
tirely incapable of 
political action. 
The three estates 
could come to no 
agreement with one 
another. The first 
and second were 
intent only on their 
own selfish inter- 
ests, and the third, 
which alone showed 
itself seriously dis- 
posed to do busi- 
ness, was treated by 
the other two with 

the most open and louls xiii. 

supreme contempt, 

and could not protect itself. The chief result of the 
meeting was to bring the institution into discredit, and 
the Estates never came together again until the eventful 
meeting of 1789. 

While Mary de Medici was regent the government 
was really in the hands of her favorites, Leonora Galigai by'fB^oTi'ies' 
and her husband Concini. They used their opportunity 
to enrich themselves shamelessly, and excited general 
hatred by the insolence of their behavior, but they main- 
tained themselves in power until the favorites of the 
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young king persuaded him to allow them to act. Their 
fall was then sudden and complete and carried with it 
that of the queen mother. But it was not the end of 
government by favorites. Louis XIII. was no more 
able to be master of the situation than was Mary de 
Medici, and the place of Concini was taken by Charles 
d* Albert de Luynes, who had learned how to keep the 
king amused. He was not a better man than Concini, 
but he had somewhat more patriotic views, though he 
had no opportunity to carry them out. 
The rise of But during these years, the man who was to be the 

greatest statesman of the age and one of the greatest of 
French ministers, who was to give to Louis XIII. the 
single glory of his reign which he himself deserved, that 
of keeping his minister steadily in power as long as he 
lived in spite of all cabals and intrigues — ^this man was 
preparing his way for high office in the state and making 
his first experiments in government 

The early steps Richelieu was born in 1589 of a noble family in Poitou, 
in his career. ^^^ ^^ ^.j^^ j^^^j^ ^f Henry IV. he had lately taken pos- 
session of the family bishopric of Lufon. He first at- 
tracted public attention as a speaker for the clergy in the 
Estates General of 16 14 and soon passed into the serv- 
"^France*ifnder icc of the qucen mother and shared her ups and downs 
Mazarin" '*" of fortune for the next ten years. After the death of 

De Luynes, which occurred near the close of the war 
with the Protestants, the king became reconciled with 
his mother, and the renewal of her influence over her 
son was soon followed by the transfer of Richelieu to 
king"service. the king' s service. His control of public affairs is dated 

from 1624, and continues nearly twenty years, till his 
death in 1643. He never was a personal favorite with 
Louis XIII., but the wide reach of his genius, the wis- 
dom of his plans, and the clearness with which he made 
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the king comprehend them, carried and held the judg- 
ment of Louis in his favor. 

When Richelieu became the first minister, he found 
marked out by the circumstances before him two dis- Richelieu's 

. . . genius de- 

tinct lines of action, either exacting: enoueh for all the manded in two 

° ° , directions. 

abilities of a man of gemus, and so pressing for de- 
cision, both of them, that some policy in regard to each 
must be adopted ; and so closely interwoven, in the 
probable results of any policy, that they could scarcely 
be separated. These were : the action demanded by 
the internal condition of the country and the govern- 
ment, and the opportunity or the necessity for an active 
foreign policy presented by the Thirty Years* War, 1618. 
which had begun in Germany. 

The peace of Augsburg, which closed the first of the 
religious civil wars in Germany in 1555, bad recognized 
the right of the two religions to a legal existence in the 
Empire and had given to the government of each state 
the power of determining what the religion of its sub- 
jects should be. It was intended to be a perpetual ^Wrt^Ycare' 
peace. But experience soon found opportunities under w*^- 
it for action on either side which the other thought to 
be unjust and in violation of its intention. Other causes 
of quarrel, of a more political nature, were not lacking. 
The House of Austria was jealously watched even by 
the small states of Germany, lest their independence 
should be lost. Her plans, especially, for establishing 
a continuous line of communication between her posses- 
sions in the Low Countries and in Italy excited appre- 
hension. For ten years before 161 8 peace had been 
kept only with difficulty, or indeed may hardly be said 
to have existed. A great war was just on the point of 
beginning in 16 10 and was averted only by the sudden 
death of Henry IV. Finally troubles between the 
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Catholics and Protestants in Bohemia led to civil war 
in that country, from which a general war was gradually 
kindled, involving the two parties throughout the 
Empire. 
This was the situation of foreign afiairs with which 
Richelieu had to 
deal. It was an 
opportunity to join 
with strong allies 
against the House 
of Hapsburg, to 
put an end to her 
plans of aggran- 
dizement, perhaps 
even to cripple her 
to such an extent 
that she would be 
no longer to be 
feared, and if this 
should be success- 
fully done France 
could hardly fail to 
gain some ex- 
tenaon of territory 
for hereelf in the 
process, perhaps even be able to reach her "natural 
frontier," the Rhine, 

Richelieu was clear headed enough to see, however, 
that if the united Spanish and Austrian states had many 
enemies, they had also large reserves of strength and 
many friends. If France was to engage openly in this 
war with any sound hope of great successes, it must be a 
consolidated and united France, able to put forth all its 
strength, such as Henry IV. had had behind him wh«i 
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he determined upon war. The policy then which must 
have the precedence was the poUcy of restoring the 
government to the power and efficiency which it had lost 
during the king's minority. The foreign policy for the R-^Jheffeu's 
present must be one of waiting, of diplomacy, of en- <i»pJo«nacy. 
couraging the enemies of Austria, and of making new 
ones for her, not one of active intervention. Richelieu 
was ready, however, to run great risk of war if the 
occasion demanded, or the enemy were about to gain 
such a decided advantage as would have accrued to 
them, for instance, by the occupation of the Valtelline 
passes in completing their line of communication between 
the Mediterranean Sea and the mouth of the Rhine. 

That these enemies of Austria whom he supported, 
and who made gains of territory and of influence with 
his assistance, were almost all Protestant states did not 
trouble Richelieu. He was a good Catholic and a good 
churchman, but he was first of all a statesman. He 
seems to have realized the fact that there could be no „. ^ ,. ^. . 

Richelieu disre- 

ionger any hope of overthrowing protestantism, and that ga^ds religious 
in all future combinations permanent Protestant states his diplomacy, 
must be reckoned with. First of all statesmen since the 
Reformation, with the possible exception of Henry IV. 
— ^who stood, however, on a different plane but of whose 
policy Richelieu was really the heir — he allowed the 
question of religion as such no weight in his plans, but 
kept steadily in view the advantage of the state. 

In solving the problem of the restoration of authority 

» . . - 11 • f • Richelieu and 

to the government m mtemal as well as m foreign the Huguenots. 

affairs, Richelieu was the successor of Henry IV. But 

in dealing with the first difficulty which confronted him, 

the semi-independent state which the Huguenots had 

formed, he was able to go farther than Henry would 

have felt warranted in going. 
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Richelieu was taught very early in his ministry, by 
the Huguenot outbreak of 1625, while he was in the 
midst of the difficulties of the Valtelline question, how 
great was the danger which the military and political 
independence, still remaining to the Protestants in 
France, presented at any crisis in the development of a 
foreign policy. This revolt was put down without diffi- 
culty, and Richelieu bided his time, resolved that this 
enemy in the rear should be rendered powerless at the 
first favorable opportunity. It came in 1627, and in 
spite of the assistance which England attempted to 
render the Huguenots they were completely subdued. 
Richelieu's long siege of La Rochelle, lasting nearly 
fifteen months, in which he undertook the seemingly im- 
possible task of closing its harbor with a mole of stone- 
work, shows his tremendous resolution, determined not 
to be cheated of the result on which he had set his 
mind, whatever effort it might require. 

The Huguenots once subdued, Richelieu's treatment 
of them made clear his statesmanship. The edict of 
Alais, called also the * ' edict of Grace, ' ' deprived them of 
their political privileges. Their independent fortresses 
were all given up to the king. Their political assemblies 
— their state within the state — ^were at an end. But all 
the religious privileges secured to them by the edict of 
Nantes were confirmed. They retained their religion 
and worship unmolested ; the offices of the state were 
still open to them, and their representatives retained their 
seats in the judicial tribunals. It was not protestantism 
upon which Richelieu made war. It was upon the danger 
to France, the serious weakness in the face of a foreign 
enemy, which the Huguenot independence and factious 
spirit caused, and to overcome this Richelieu saw that 
religious toleration must be granted, while political in* 
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dependence was destroyed. The honest Huguenot re- 
tained all that he would have been willing to protect with 
his life, while the factious and turbulent Huguenot was 
deprived of the means of embarrassing the government. 
Richelieu* s various contests with the nobles during 
his long ministry are often represented as if they were Richelieu's re- 
the last struggle of the royal power with feudalism, and formaUon^crf 
as if Richelieu had completed the work begun by Louis i^t?sm^ *^^^ 
VI. and Philip II. In one sense Richelieu did com- 
plete the work of the earlier Capetian kings, in putting 
the finishing touches to the absolutism which they 
founded. But he was carrying on the work of St. 
Louis rather than that of Louis the Fat. There was 
now no feudalism left in France of the sort that had 
been so serious a menace to the king's authority in the 
time of Philip Augustus. For more than a hundred 
years, the king had always been undisputed master 
when he was personally a man who could be master. 
They were nobles with whom Richelieu had to deal, not 
feudal barons. The object which they sought in their 
conspiracies against him was not the overthrow of the 
kine:*s authority or the reestablishment of their own The purpose of 

<^ J . . t^e nobles m 

independence. It was to overthrow the minister that opposition to 

^ , . 1 t . Richelieu. 

some one of them might take his place and exercise the 
absolute power of the king as he did. 

Richelieu treated those who attempted to bring about ' 
his downfall as traitors to the state, and, judged in view 
of the form which the historical growth of France had 
taken, he was right. The policy of Richelieu represented 
the organic continuation of that growth. The triumph 
of the nobles would have been, not the reestablishment of 
the feudal system, but the return of the weakness, and 
divisions, and oppression which had been characteristip 
of that system. It would have been another long delay 
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in the advance of France to supremacy in Europe. 
Richelieu's sudden triumph on the famous "Day of 
Dupes," when his enemies appeared so certainly to have 
succeeded that he had already prepared the means of 
flight, was probably due to the clearness with which 
Louis XIII. re- 
alized this fact. 
The greatest 
work of Riche- 
lieu in the com- 
pletion of the ab- 
solute monarchy 
was to make it 
the habit of the 
French people so 
that from this 
time, if one may 
say so, it runs 
itself. That b 
what it does af- 
ter Louis XIV. 
takes the gov- 
ernment into his 
own hands, and 
thenceforward 
until the Revo- ■ 
lution. 
CostvHEOF THE EndoftheRbicnoi' Louis XIII. "Was also the 
work of Riche- 
lieu to perfect in a number of details the machinery by 
which this absolute government was carried on, and to 
do away with, or at least to destroy, the independence 
of such institutions as still remained from the times of a 
less arbitrary government. 
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The most important of these older institutions still re- 
maining was the Parlement of Paris, called by preemi- T*ie Pariement 
nence the Parlement — ^the supreme court of France. 
It was strictly a judicial tribunal, but as, one by one, the 
other institutions which had existed beside the monarchy 
and given some expression to another will in the state 
than the king's disappeared, the Parlement had gradually 
developed some of its early functions into something of 
a legislative character, capable at least of acting as a 
slight check upon the otherwise unlimited royal will. v ^ 

Its chief action in this direction was an outgrowth of ^ ^ ^j^^j^ 
its right of registering the royal edicts. The Parlement affiJt^powlr! 
kept the official register of the laws. The last resort 
which any one could have in enforcing his rights under 
any law was to the Parlement of Paris. If the Parle- 
ment thus appealed to failed to find the law in question 
in the register, no rights under it could be enforced. ™!s"iluon[ 
There was no such law. By refusing, then, to register 
an edict which the king had issued, the Parlement 
exercised a veto power over the royal legislation. The 
tendency to a real absolutism, however, was so powerful 
in France that such a decided flaw in it as this was not 
likely to be tolerated, and strong kings, for many 
generations before Richelieu, had found a way around 
it. The king exercised the right, which had been the 
duty of earlier kings, and which the French kings had 
never abandoned, although the English kings had, to 
attend in person a session of their court. This was 
called ** holding a bed of justice.** The king, attended a "bed of 
by some of the great lords, occupied the royal seat, J"*"^*^* 
called the **bed of justice,** whence the name for the 
ceremony, ordered the register to be brought before 
him and had the edict inscribed in his presence. 

Richelieu took very decided ground against the ex- 
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ercise of the right of registration by Parlement at all. 
He asserted that its functions were purely judicial ; that 
it derived all its powers from the king, and had no right 
to set up its opinion against the royal will. But while 
Richelieu* s action undoubtedly reduced this practice of 
Parlement to a nullity under strong kings, like Louis 
XIV., and destroyed all chance of its growing into a 
really constitutional check, it did not so completely 
destroy it but that it reappeared under a weak govern- 
ment, as in the minority of Louis XIV. , or when public 
opinion was strongly opposed to the policy of the gov- 
ernment, as at times in the reign of Louis XV. 

Richelieu deprived the noble governors of provinces 
of the last relics of real power, leaving them nothing but 
mere display. He abolished the offices of constable of 
France and of grand admiral, which seemed to him too 
powerful to be held by subjects. He regulated and de- 
veloped the system of executive ministers, or secretaries 
of state, and of royal councils to advise the king and di- 
rect the execution of his will. He introduced new agents 
of the royal power, called ** intendants,** whose functions 
were like those of the enquiteurs of St. Louis, to keep 
the local officers to their duties, and to see that the laws 
were faithfully executed. Under Richelieu appeared the 
first French newspaper, the Gazette of France. It was 
a weekly of from eight to twelve quarto pages. Rich- 
elieu held it under complete control and supplied it with 
both news and opinions. He also showed the way to a 
government control of literature, which Louis XIV. 
carried so far. 

It was in 1635 that Richelieu, after having by his 
diplomacy and his gold supported the Protestants in 
Germany, aided in the fall of Wallenstein, and brought 
into the struggle the armies and the military genius of 
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Gustavus Adolphus, judged that the time had come for 
the active intervention of a French army in the Thirty 
Years* War. In the war which followed, the French 
gained no brilliant success, and the contest seemed to be 
going quite as often against them as in their favor. It 
lasted during the rest of Richelieu's life, the chief results 
being the occupation of Alsace and the desolation of new 
portions of Germany. 

Richelieu is one of the world's great ministers. But Richelieu's 
to judge him rightly he must be judged in view of the po^fbie^be-^^ 
fact which was the great source of his strength, that he ^o/kedln the 
worked in the direction already marked out by the long loHca^^owth 
development of the French nation — a development which 
H completed and rendered secure. 
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Richelieu died in December, 1642. Louis XIII. 
died in the following May, leaving his son, Louis, in his 
fifth year. The wife of Louis XIII., daughter of Philip 
III. of Spain and called in French history Anne of 
Austria, had been the enemy of Richelieu and had never 
had the full confidence of her husband, and on his death, 
though he appointed her regent, he placed the final de- 
cision of all important questions in the hands of a coun- 
cil. This restriction the regent was unwilling to allow 
and she appealed to the Parlement to be relieved of it. 
The Parlement, glad of an opportunity to reassert its 
right of vetoing the royal edicts, granted her request, 
and she became regent with full powers. But she did 
not reverse the policy of Richelieu. To the surprise of 
every one, the minister, in whose hands she lodged the 
real power, was the Italian, Cardinal Mazarin, who had 
had his training under Richelieu during the last years of 
his life, and who had been carrying on his plans between 
the death of Richelieu and that of the king. 

Mazarin was perhaps not gifted with the profound 
statesmanship of Richelieu, and he did not originate the 
policy which he pursued, but he deserves to rank for his 
own abilities among the great ministers of history, and 
he was undoubtedly personally devoted to the purposes 
which he had inherited from his greater predecessor, the 
humiliation of the House of Austria and the protection 
of the king's authority. But he was in character and 



202 



Louis XIV. 203 

methods a great contrast to Richelieu. His methods, 
like himself, were Italian. He trusted more to intrigue \ 
and tried to win by yielding and by bribery where Rich- 
elieu would have struck square blows. His ministry 
must be judged, also, by the fact that he had no king to 
sustain him as Richelieu had, and that the regent, who 
stood for the king, 
was a woman and 
a Spaniard. It was 
natural that the 
, French should have 
less confidence in 
the ultimate pur- 
poses of two for- 
eigners, one of them 
a daughter of their 
enemies, than in 
those of a French- 
man of noble birth. 
The situation was 
the signal for all the 

discontented ele- { 

ments in the state to ' 

try to undo the ca«™*l mazx..«. 

work of Richelieu, Bom in the kingdom ofNaples.Juiy [*,l6o»: 

and for the last at- 
tempt, until the great Revolution, to modify the royal 
absolutism. The civil war which followed, which was 
called the war of the Fronde — a nickname derived from ^ 
a game of the street boys of Paris which embodies a 
popular judgment of the frivolous character of the war — 
brings together, in its successive stages, three difTerent 
elements against the regent and her minister. Each of 
these parties takes the name of Fronde, and the sue- 
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cessive stages of the war are sometimes designated by 
slages^* the same name. These are : the first, or parlementary 

Fronde, in which the leading issue was that raised by the 
Parlement ; the second, or princely Fronde, whose lead- 
ers were the princes of the blood and the great nobles, 
even more selfish in their objects than during the minor- 
ity of Louis XIII. ; and the third, or popular Fronde, 
the democratic element in Paris and the great cities. 

It was the first of these only which had serious or con- 
stitutional objects in view. The Parlement demanded 
that henceforth no tax should be levied to which they 
had not granted their consent by registering the edict, 
free from all compulsion by the king. They demanded 
Demands of the also that no Frenchman, of whatever dee^ree, should be 

Parlement. . , «> ' 

arrested and imprisoned for more than twenty-four hours 
without examination, striking thus at one of the methods 
which Richelieu had employed in the punishment of his 
enemies which was an invasion of their rights. A third 
demand was that Richelieu's system of intendants should 
be abandoned. These points Mazarin and the queen 
were compelled to concede in October, 1648, but before 
six months they found themselves strong enough to 
withdraw all they had granted, except in regard to the 
intendants. 

The war as it passes into its later stages becomes more 
Fronde^more and more a' purely selfish and frivolous aflair. The 

Parlement withdraws from it, and it has no serious 
objects, but it is none the less a real danger at times. 
The queen and Mazarin more than once are obliged 
to flee from Paris ; Mazarin at last withdraws from 
France. The two great generals, Cond6 and Turenne, 
fight first on one side and then on the other, but 
opposed to one another. 

Finally Cond6 was defeated and the royal cause 
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decisively triumphed. Cond6 was forced to go over to Triumph ot 
the Spaniards, who had been aiding him in the last stage "**"""■ 
of the war ; the Parlement was forbidden to give any 
attention to political or financial affairs ; Paris was dis- 
armed and lost the right of electing its own municipal 
oiEcers ; and the system of intendants was restored. 
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The war left the royal authority where Richelieu had 
placed it, except that an unsuccessful attempt to destroy 
it naturally made it stronger. 

Meantime the Thirty Years' War had closed with the 
treaty of Westphalia. In its last years the genius of Thin^vwrs' 
Turenne and of CondS had gained many successes for "' ' 
the French arms, and arms and diplomacy had deprived 
Austria of some of her allies. France was in a position 
to demand favorable terms. Alsace was ceded to her in 
full sovereignty. The two fortresses of Breisach and 
Philippsburg, on the upper Rhine, were to be French. 
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All the Austrian fortresses in the same part of the river 

were dismantled ; Strasburg, a free city of the Empire, 

was the only one left not French. This put the whole 

S^Rh* ^^^^^ upper Rhine under French control, and as some of the 

territories in the middle Rhine were decidedly under 
French influence, the river almost ceased to be German 
and became French. 

This was the territorial gain of France from the peace 
of Westphalia. But the other advantages which she 
acquired, in the fatal weakening of her great rival of the 
last hundred years, and in the foundation of her own 
predominant influence in Europe, were far more con- 
siderable. The Hapsburg possessions in the Nether- 
lands were cut off, by the position of France in the 
Rhine Valley, from their old line of connection with the 
other Hapsburg lands. The Empire was virtually de- 
stroyed, for though the name and title with some 
shadowy rights remained, the separate states were made 
virtually sovereign with the right to make treaties of 
their own with foreign states. Austria and Spain were 
separated, for Spain thought it wise to go on with the 
war with France, hoping to gain something from the op- 
position which was beginning to be dangerous to Maz- 
arin. The two countries remembered the bond of family 
between them so long as it lasted, but they were never 
again so closely identified in policy as before 1648. Still 
more important, perhaps, as rendering possible the 
operations of Louis XIV., the successful intervention of 
France in the internal affairs of Germany, and her full 
protection of her allies, led the German states to look to 
her, as much or even more than to Austria, as a kind of 
head German power, able to give the favored ones suc- 
cess in their rivalries with one another, and that decisive 
and shameful influence of the French language and 
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literature, manners and morals, began in Germany which 
continued so long. 

The war with Spain went on for nearly twelve years 
longer, but Spain found herself deceived in the hopes Continued war 

with Suain 

with which she had continued it. In spite of the genius 
of Cond6, which, after the defeat of the Fronde, was 
placed entirely at her service, events went in the main 
steadily against her. England, which was just begin- 
ning, under the vigorous government of Cromwell, to 
cherish definite plans of commercial and colonial empire, 
and which saw in Spain her first dangerous rival to be 
humbled, entered into alliance with France against her. 
Condi's siege of Arras failed ; Turenne gained the battie 
of the Dunes ; Gravelines and Dunkirk were captured, 
and the latter turned over to the English, who hoped to England aids 
make another Calais of it ; Cromwell seized Jamaica and ^^^^' 
burned the Spanish fleet in the harbor of Cadiz, and 
finally Spain was ready for peace. 

The peace of the Pyrenees looked to the future 

f T^ 11 <■ -nT The peace of 

supremacy of France even more than the peace of West- the Pyrenees, 

XOSQ* 

phalia. A few small territories still held by Spain north 
of the Pyrenees, remains of the feudal possessions of the 
kings of Aragon, were ceded to France and a narrow 
ribbon of land from the western borders of the Spanish 
Netherlands, and in the neighborhood of Lorraine. Lor- 
raine was not ceded to France but, because the duke re- 
fused to accept the conditions on which it was to be re- 
stored to him, it was held in possession by the French. 
The League of the Rhine, which was formed between 
France, Sweden, and a number of the German states to 
compel the emperor to keep the terms of the peace of 
Westphalia, greatiy strengthened the leadership of 
France in central Europe. 

But Mazarin's heart was chiefly set on the conditions 
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attached to the marriage of Louis XIV. with his cousin, 
Maria Theresa, the eldest daughter of Philip IV., of 
Spain. The Salic Law was not recognized in the 
Spanish kingdoms, and the crown might be carried by 
an heiress to her husband. Mazarin* s ambition for 
France already cherished the hope of absorbing the 
Spanish Kingdom and its colonies in a Bourbon empire 
as it had once been in a Hapsburg. Philip IV. had 
two sons, but they were in feeble health — ^the stamina of 
the Spanish Hapsburgs had declined with the declining 
strength of the nation. The prospect of a French suc- 
cession might not be a distant one. If Mazarin saw the 
opportunity, the Spanish were equally alive to it, and 
insisted upon a complete renunciation by the young 
princess of all her rights of succession. Mazarin could 
not bring them to abandon this stipulation, but he 
keenly suspected the exhausted ^nancial condition of 
Spain, and he agreed to the renunciation in considera- 
tion of the payment of a large dower in money. If the 
payments were not made at the specified dates, the 
renunciation was to be void. As Mazarin had suspected, 
Spain was not able to make the payments promptly, and 
Mazarin could congratulate himself on his greatest 
diplomatic success, preparing the way, as he thought, 
for the widest extension of the power of France. In 
reality he had prepared the way for the great disasters 
which closed the reign of Louis XIV. 

Mazarin lived but two years after the peace of the 
Pyrenees, and they were years devoid of great events. 
He had the satisfaction, which Richelieu had missed, of 
seeing his purposes all accomplished ; the king at home 
without a check on his arbitrary will ; France abroad 
just taking her place as the greatest power of Europe. 
These two ministries in succession, Richelieu's and 
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Mazarines, had forced the greatest enemy of France, her 
hereditary rival during nearly two hundred years, into a JfHa^sbur 
position of almost acknowledged inferiority. humbled. 

When Mazarin died, in March, 1661, Louis XIV. 
announced that he should be, henceforth, his own prime his own prime 
minister, all business should pass through his hands, and 
all questions be decided directly by himself. Every one 
expected that he would soon tire of the drudgery which 
he thus imposed upon himself, but he kept it up until 
the end of his life. 

The reign of Louis XIV. occupies a great place in the 
popular conception of the history of France. His name 
stands beside that of Napoleon I., as marking an age 
when France was supreme in Europe, and threatened 
with her plans of enlargement the safety and independ- 
ence of all her neighbors, and even seemed to be reach- 
ing forward to the headship of the world. And this 
estimate of Louis's reign is in part deserved. The The "grand 
brilliant surface appearance which was maintained until ™°"*^^"®- 
the end ; the great and real successes of its earlier 
years ; the still vaster projects of its later years ; the 
tremendous power all concentrated in a single hand ; 
the fear which the plans of Louis excited throughout all 
Europe and the coalitions which were formed against 
them ; the place which the reign has always held in 
literature — ^all these seem to assign to Louis the position 
of the one * * grand monarque. ' * 

But despite all its real and not inconsiderable suc- 

, . •11 • 1 r 1 • Louis's efTorts 

cesses the reign was, m the larger sight of history, a misdirected, 
reign of deceiving ambitions and profound failure. The 
real struggle for the supremacy of the world was not to 
be fought out in Europe, and for the slight and tempo- 
rary gains which Louis made upon that continent, he de- 
liberately threw away the opportunity to forestall upon 
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two Others the only rival France could have to fear 
in that struggle, and he left his country at the close of 
his reign about to enter, exhausted and crippled, upon 
the first, which proved to be the decisive, stages of the 
conflict. In the first steps of his ambition he laughed at 
the warning of Spain that England was growing too 
strong ; at the end he saw his most cherished plans frus- 
trated by the determination and resources of the de- 
spised state. 

Louis's reign is the time when France was turned 
into the channel of inevitable failure in the conflict with 
England, but Louis is not to be held personally re- 
sponsible for the mistake of policy which he made. It 
would have required more than the keen foresight of 
Henry IV., or of Richelieu, to have read the future 
aright in 1661, with Charles I. on the throne of Eng- 
land. The line of French development in its foreign 
policy had been clearly marked out and constantly 
followed since the end of the fifteenth century. The 
channels in which it was running were now cut broad 
and deep, and to have thrown the foreign policy of the 
nation into new channels would have required not 
merely extraordinary ability to read the future, but ex- 
traordinary abilities of every sort. And Louis XIV. 
was only an ordinary man. His one great talent was 
his capacity of drudgery, his fidelity to the laborious 
details of his office, the industry with which he worked 
at *'the trade of a king,'* as he called it. He could 
follow with persistent energy the traditional policy 
which had been handed down to him, but he originated 
nothing. And it must, also, be remembered that it is 
hardly too much to say that if any French minister 
of that time could have foreseen the possibility of 
England's occupying the position which she actually 
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reached in 1763, and could have so shaped the foreign 
policy of France as to have put France there in place of 
England, he would have won for himself the fame of the 
greatest statesman of the world's history. 

The reign of Louis XIV. presents two sides which The two sides 
may well be kept, to a considerable extent, separate reign."^^^ 
from one another in our study of the age : the foreign 
side, the wars of Louis and his plans of conquest ; and 
the internal history of France, the absolutism of the 
king, and the financial and economic condition and 
changes. 

The first problem which confronted Louis when he The financial 
assumed the government was a financial one. The Jg^j***'^^" *" 
finances of the state were in extreme confusion. The 
work which Sully had done under Henry IV. had been 
long ago undone, and no effort had since been made to 
restore order. The weakest part of Richelieu's ministry 
had been his administration of the finances. He made 
no effort to relieve the burdens of the people. Indeed, 
he expressed his belief that the peasant, like the mule, 
worked most contentedly^ when he was heavily burdened. 
Mazarin had made matters still worse, and had connived 
at abuses in the collection and expenditure of the reve- 
nue from which he had profited himself and by means of 
which he had collected his great fortune. 

But the dishonesty of the king's agents was not the -ph^ taxes 
only serious trouble. Two others were equally grave, farmed out. 
On one side the method of collection was extremely 
faulty. The taxes were farmed, and the purchaser of 
the right of collection paid naturally as little as possible 
to the state and extorted from the people even more 
than the law allowed him. With a corrupt financial 
administration the abuses in both these directions could 
be carried to extremes. On another side the credit of 
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the State was very low. It could borrow money only 
at extravagant rates, twenty-five per cent or more. It 
seems to us an absurd method of raising money to sell 
the right to the salaried offices of the state — even the 
hereditary right to them — ^and especially to create new 
and unnecessary offices for the sake of selling them. 
And yet the evidence seems to indicate that the money 
which was raised by the sale of these offices cost the 
state less, in the seventeenth century at least, than the 
loans which it made or the annuities which it sold. On 
this side also corruption helped to increase the diffi- 
culties of the government. Fraudulent certificates of 
indebtedness never incurred, or for amounts largely 
increased above the true amount of the debt, were freely 
multiplied. 

The first step in introducing reforms must be to get 
rid of Mazarin's superintendent of the finances, Fouquet, 
who was the personification of these abuses. He was able 
from his peculations to indulge in a greater extravagance 
of luxury than the king even. Louis had him suddenly 
arrested, while he believed that he still enjoyed the full 
favor of the king, and when the court which tried him 
sentenced him to banishment, Louis by an exercise of 
his arbitrary power, which could override even a judicial 
sentence, changed his punishment to perpetual imprison- 
ment. The king never released him and he endured his 
punishment for sixteen years. 

The control of the finances was taken by Colbert, the 
greatest of Louis XIV. 's ministers and one of the most 
famous financial ministers of French history. He was 
the son of a merchant and had attracted the attention of 
Mazarin, who had put him in charge of his own private 
fortune. The order which Colbert brought about in 
Mazarin' s disordered estate convinced him of his great 
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financial talents and of liis ability to serve the state. 
Probably Mazarin did not use the famous words which 
have been ascribed to him in recommending Colbert to 
Louis on his death-bed : "I owe all that I have to your 
majesty and I repay it all in giving you Colbert." But 
he certainly did recommend Louis to employ Colbert in 
his service, and the 
king followed the ad- 
vice. 

When Colbert had 1 

once obtained con- 
trol, he employed all 
his great talents in 
enforcing the most 
rigorous reforms. 
Every abuse was at- 
tacked. Fraudulent 
certificates of indebt- 
edness were canceled; 
others were reduced 
in amount ; rates of 
interest were lowered ; 
the taxes were farmed coLesur 

out on much better Bom in Rheims.Augiisl 39,1619. Died in Parii. 
, , , „ SepUrnber6, 1683. 

terms and their collec- 
tion made less oppressive. Former farmers of the reve- 
nue who had acquired vast fortunes were required to 
prove the honesty of their gains or surrender tliem to 
the state. Considerable sums were recovered i:i tliis 1 
way. The especially burdensome tax of the iailte was 
reduced in amount. The indirect taxes were looked 
after and their productiveness increased. The revolu- 
tion wrought by Colbert's reforms can be partially 
measured by the fact that in less than ten years, while 
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He more than 
doubles the 
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On the effect of 
Colbert's sys- 
tem see Per- 
kins's "France 
under the 
Regency," 
Chap. IV. 



the payments made by the people had been increased 
less than fifteen per cent, the net revenue of the state 
had increased 125 per cent. Had it not been for the 
cost of Louis's foreign wars, and the unbridled extrava- 
gance of his court, French finances would soon have 
passed into the condition of the most prosperous modern 
state. But even the genius of Colbert could not keep 
pace with such expenses, and at his death the burden 
upon the people was as heavy and the extremity of the 
state almost as great as when he took office. 

But Colbert is as famous for another branch of financial 
administration as for his revenue reforms ; for his devel- 
opment of a theory of government assistance to industry 
which is still called by his name in the French language, 
Colbertism . But Colbert was not the originator of the 
protective theory. That was one which had come down 
to him from a time when commercial experience was 
limited and its facts not carefully studied. To Colbert 
the fundamental fact seemed to be that the profit made by 
a foreigner who sold goods in France was a dead loss to 
the kingdom, and consequently the exportation of gold 
to settle the balance of trade drained the resources of the 
country. To make the nation truly prosperous the for- 
eigner must be prevented from selling goods in France, 
so far as possible; and everything that could be must be 
made at home to keep the money in the country. To 
obtain this result tariffs, bounties, and monopolies were 
employed, new industries were introduced and foreign 
workmen imported, and methods of work and quality of 
product carefully regulated by paternal edicts. The 
results, however, were disappointing. After the system 
of Colbert had been in use for thirty years, deputies 
from the chief cities of France meeting in convention to 
discuss measures for the improvement of business, gave 
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evidence as to the depressed condition of trade and in- 
dustry in all lines. Unfavorable conditions of many " ha^ l^ed 
kinds had no doubt concurred to produce the un- g" "=?' *»» 
satisfactory state of things, Bui certainly the system 
of Colbert had not proved protective in the sense 
intended. In many cases the deputies traced the evils 
complained of 
directly to it. 

Colbert united 
in his hands the 

care of many de- ^t^^ 

partments which Ht^Ho^. 

would be sepa- 
rated in modern 
ministries, and he 
sought the advan- 
tage of France in 
many directions. 
He took great 
pains to develop 
the royal navy and 
a mercantile 
marine. Compa- 
nies for foreign 
trade were organ- 
ized with monopo- 
lies, after the fash- Goshlik Tapesthv, TimeofLouisXIV. 

ion of the time, for 

the West Indies and the East Indies, Senegal and Mad- 
agascar. Colonies were carefully fostered, as Colbert 
thought, but under the most minute paternal regulations, ^^01™"''* 
which entirely destroyed the freedom of action neces- Canada.'" 
sary to the success of a colony. The interior trade of 
France was also cared for, some tolls were abolished, 
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to reform the 
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Louis's four 
wars. 



and the system of canals which Sully had planned was 
carried still further. 

But Colbert could not meet the increasing demands of 
Louis's wars knd of his court. His only resource was to 
increase the burdens of taxation which he had begun by 
lightening, and he died at last, in 1683, his plans nearly 
all defeated and himself so bitterly hated by the people 
he had faithfully served, that his coffin had to be 
guarded from the mob by a detachment of soldiers. 

The wars of Louis XIV. are four in number. First 
for the conquest of the Spanish Netherlands, closed in 
1668 by the peace of Aix-la-Chapelle ; second against 
the Dutch Republic, closed in 1678 by the peace of 
Nymwegen; the third against a coalition of European 
states following the Revolution of 1688 in England, 
closing with the peace of Ryswick in 1697 ; and finally 
the War of the Spanish Succession, which continues 
almost to the end of Louis's reign and is closed by the 
peace of Utrecht in 17 13. 

Philip IV., of Spain, died in 1665, but the plan which 
Mazarin had formed for the absorption of Spain in the 
French monarchy could not be carried out at that time. 
By a second marriage Philip left a young son, Charles 
II., to succeed him. But Louis could not allow to pass 
the opportunity which the weakness of Spain presented. 
He discovered an old custom in certain of the Spanish 
Netherlands, relating to private estates, by which the 
" right of devo- lands of the father passed on his death to the children of 
a first wife to the exclusion of those of a second. Louis 
demanded that this should be recognized as a public law 
and advanced the claim of his wife under it, to succeed 
her father in the Netherlands. Louis had then a 
magnificent army and navy and a full treasury, and as 
Spain would not ^acknowledge the rights of his wife, he 



intion.' 



Louis XIV. 217 



invaded the disputed territories in the spring of 1667 
and in two months had taken possession of all the 
southern portion of the country. Louis offered moderate 
terms of peace, but Spain was not disposed to accept 
them. Then England, Holland, and Sweden formed 
a Triple Alliance to compel peace. Louis's answer The Triple 
was as rapid an occupation of the Spanish province of 
Franche-Comt6 as had been his occupation of the 
southern Netherlands. Spain then yielded to the pres- 
sure and ceded to Louis by the peace of Aix-la-Chapelle 
the portion of the Netherlands which he had occupied. 

Louis closed this war with one fixed determination, Reasons for 

' Louis s war 

that of crushing, at the first favorable moment, the with Holland, 
little Dutch Republic, which had presumed, a nation of 
traders and fishermen, to set limits to the conquests of 
the ** great monarch.'* If those conquests were to be 
carried out, as Louis was determined they should be, 
the opposition of Holland must be overcome. Louis's 
pride was deeply hurt also by the rejoicings in Holland 
at the success of their intervention, and by the some- 
what extravagant language of which they made use in 
speaking of himself. His first step was to deprive the Honand 
Dutch of all allies, by his diplomacy, and leave them isolated, 
standing alone exposed to his anger. His most diffi- 
cult task in carrying out this plan was to detach the 
English from the Dutch alliance and secure their aid 
himself. For England still hated and feared Catholi- 
cism ; distrusted the religious and political plans of 
the Stuarts ; and was alarmed at the prospect of a union 
with the greatest Catholic power against the Protes- 
tant Dutch. But the selfish wishes of Charles H. fell in 
with those of Louis, and he was easily secured by pen- 
sions and promises. 

In the war which followed Charles was, however. 
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following the policy which the commercial interests of 
"*■ England had dicUted for half a century past, and the 
English people were not without a consciousness of the 
fact, Spain had been the first great rival of England 
upon the seas, and her constant enemy for nearly a 
hundred years. In the last war, which revealed the fall 
of Spain and left her no longer to be feared, England 
had struck hard blows on the side of France. For the 
past fifty years a 
contest of the same 
sort had been going 
on with her second 
rival, Holland — a 
contest which the 
governments at 
home had not been 
able to prevent their 
merchants and colo- 
nists from carrying 
to the point of 
bloodshed and mas- 
sacre even in time 
of peace. On the 
other hand, this war 
was the first serious 
mistake of policy 
committed by Louis. 
It was not merely 
that he was making war upon the hereditary ally of 
^»ed France almost since the beginning of the struggle with 
'Of Spain. He was, also, making war upon the ally whose 
aid might have been of the greatest service to France 
in a coming stru^le far more desperate than that with 
Spain. If Louis could have foreseen the events of the 
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eighteenth century, he would have desired above all 
things to preserve the alliance with Holland, and to have 
secured for France the services of her fleets and her re- 
sources. Holland was to give her aid to France at times 
during that century, but it was a Holland crippled and 
exhausted, largely by this very war upon which Louis 
now entered. 

The war itself was somewhat like the preceding. It Rapid successes 
opened with rapid successes for the French, followed by of'^«^'«>^^- 
less fortunate campaigns. Louis might have closed it 
within two months with greater gains than he made after 
six more years of fighting, but he set his terms so high 
that no people could accept them unless all hope of 
further resistance was over. He demanded among other 
things an annual embassy to Paris to acknowledge that a coalition 
the liberty of Holland depended upon his good-will. SffheenfiJeror?' 
As the war went on Louis's hope to keep Holland bJ?g?kSd oSSr 
isolated proved fallacious. A new European coalition German states. 
was formed against France, and England finally with- 
drew from Louis's side and even sent help to the Dutch. 
The war closes a generation of great generals and brings 
a new one on to the stage. Turenne was killed — his 
consummate maneuvering before his death is the military 
feature of the war ; the *' great*' Cond6 makes his last 
campaign ; and William of Orange rises into prominence 
and develops his wonderful talent for making something 
out of nothing, and for treating every defeat as if it had 
been a victory. 

In 1678 all parties were ready for peace. Holland re- 
gained all that she had lost and made most favorable annexed. ™* 
commercial arrangements with the French. It was 
Spain as usual that suffered to satisfy the pride of Louis. 
She gave up to him the province of Franche-Comt6 and 
several strongly fortified towns in the Netherlands. 
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The war had not been so brilliantly successful for 
Louis, nor had its gains been so greait, as he had hoped 
for. But he had stood successfully against a European 
coalition ; he had annexed a province which France had 
long desired ; the exhaustion which had already begun 
in France did not show itself upon the surface ; the 
treasury still seemed full, though Colbert was in despair ; 
the fleets and armies still seemed in splendid condition. 
Louis was at the very height of his power. So at least 
he judged and all Europe with him, and he did not pro- 
pose to drop his plans for the extension of France 
though peace had been made. 

Some of the recent cessions to France had been made 
* * with their dependencies, ' ' according to the phrase in 
the treaties. It .now occurred to Louis that possibly 
some of the * * dependencies ' ' had been overlooked, and 
French ** chambers of reunion*' were set at work to 
search out every evidence of feudal relationship which 
could be exhumed, and, the dependence having been 
thus established, the reunion was promptly made. The 
victim of this aggression was Germany, weak and di- 
vided, and incapable of resistance. The most important 
case was Strasburg, where, however, no fiction of a de- 
pendency could be used, as it had long been a free city 
of the Empire. But it was in no condition to resist, and 
Louis promptly seized it, and Vauban turned it into a 
French fortress. On the same day the strong fortress of 
Casale in northern Italy was in a similar way seized by a 
French force. Three years later the city of Genoa, 
because it would not yield obedience to the arbitrary 
orders of Louis, was terribly bombarded and forced to 
the most humiliating submission. The duke of Savoy 
was treated as if he were a French subject. It is not 
strange that Europe stood ready, without waiting for 
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the next war, to form the League of Augsburg, in form ^^^ Leamie of 
to prevent the infringement of existing treaties, in reality ^^IgP^"*'^' 
to resist the plans of Louis. 

It was the English Revolution of 1688, which drove 
James IL from the throne and made I^ouis's most 
implacable enemy, William of Orange, king of England, 
that was the signal for the outbreak of a general war. eL^^'j^^** 
For France the war was one of defensive tactics, of 
barren victories, of barbarous laying waste of tempo- 
rarily occupied provinces to no good purpose, and of 
rapidly increasing exhaustion and misery at home. 
Though neither France nor England realized it clearly, 
it was the opening conflict between them in the long 
struggle, the new Hundred Years' War, as it has been 
called, for colonial supremacy. In our own colonial 
history we call it King William's War, the first in the 9"^c°l?"l*^ , 

-^ , ° , \ ^ King William's 

long series of French and Indian wars, in which the oc- War. 
cupation of North America was at stake. 

In Europe, as in the colonies, the war was indecisive, ^j^^ ^^ ^^ 
and the peace of Ryswick merely a truce. It was Ryswick. 
gained only by sacrifices on the part of Louis. He sur- 
rendered all that he had occupied during the war and 
all his annexations just before it except Strasburg, and 
he recognized William III. as king of England. But 
Louis's ambition was at work in the concessions which , . , ,, ^ 

. Louis's ulterior 

he made to secure this peace as truly as in any of the purposes, 
conquests which he had ever made. Charles II. of 
Spain was manifestly drawing to the close of his feeble 
life, which had been prolonged beyond all expectation, 
and he would leave no child to succeed him. Now, if 
ever, the plan which had been so long cherished to seat 
a French prince on the throne of Spain, perhaps to unite ^, 

1 1 .1 Lr T i*, , The question of 

the two crowns, must be carried out. But if Charles II. the Spanish 
should die while France was making war upon Spain coming on. 
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there could be but little hope of success in the plan. 
Peace was necessary also to recruit the energies of 
France, now beginning to show clearly how much they 
were suffering from the severe strain of Louis's pro- 
tracted wars, and Louis was well aware that his purpose 
might lead to the greatest European war of all, as it did. 
Charles II. lived 
for three years after 
the peace of Rys- 
wick. More than 
one partition treaty 
was made between 
the great powers of 
Europe to dbpose 
of the still vast em- 
pire of Spain with- 
out the consent of 
the Spanish people, 
in the hope of avoid- 
ing war, but for one 
reason or another 
they all failed. Fi- 
nally Spain, in the 

HkNHI DB l-A TOUIt D' AUVERGNE. VlCOMTH DB , / ■ .■ 

TuKBNNB. determination not 

B«nmS«i«m6„,_oiedmi»ittemB.v.ria. j^ fae dismembered 

and thinking that 

France of all the claimants would be best able to protect 

her integrity, provided by the will of the king that he 

should be succeeded by the duke of Anjou, second son 

of the dauphin. 

The fear and anger of Europe were again excited 

■ when Louis accepted this inheritance for his grandson, 

but possibly if he had proceeded with more caution he 

might have secured all that he wished without war. 
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But he seemed intoxicated with this new proof of his 
grandeur. '*The Pyrenees are no more/' whether it Spain almost 

, annexed to 

was actually said or not, was the spirit that ruled the France. 
French court. French troops were sent to garrison the 
Spanish fortresses in the Low Countries. Contrary to 
the conditions of Charles's will, it was announced that 
the duke of Anjou retained all his rights of succession to 
the throne of France. Spanish ambassadors abroad re- 
ceived instructions from Louis as if the two countries 
were already united. The Dutch, however, signified 
their willingness to acquiesce in the arrangement if cer- 
tain concessions were made them. These Louis haugh- 
tily refused. In this crisis of affairs James IL, former 
king of England, died, and Louis at once recognized 
his son as king. England was already as eager for war 
as Austria, and this was the last argument needed. In 
1 70 1 the great War of the Spanish Succession was 
begun. 

The War of the Spanish Succession is the first war of 
modern European history which still lingers to some ex- character of 
tent in the popular remembrance. This is partly due, at spanislfsuc- * 
least, to the place which it has taken in literature which *^^®*°"- 
is still read. But it was in reality a war of great battles 
and splendid generalship, the greatest war, if Europe 
alone be considered, which preceded the age of Napo- 
leon, though not so great for the world at large, or in its 
ultimate results, as the Seven Years' War of Frederick 
the Great. The generalship of Marlborough - and of 
Prince Eugene, the victories of Blenheim, Ramillies, and 
Malplaquet, and the capture of Gibraltar by the English 
will not soon be forgotten. 

Nearly all Europe, as it then existed, was united . , 
against France. Austria, which had first begun the enemies, 
war, counted less in real strength than England and 
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Holland. England was at this time stronger than she 
had ever been before. A large number of the smaller 
states of Germany were on the side of the alliance, 
including Brandenburg, then just assuming the rank and 
name of the Kingdom of Prussia. Savoy and Portugal, 
which were on Louis's side when the war opened, soon 
abandoned him and went over to the allies. The most 
of the Spanish people were heartily in favor of Philip V. , 
their new French king, and opposed to the Austrian 
archduke Charles, the candidate of the other side, 
whom they believed guilty of planning to dismember 
the Spanish Empire, which, even if largely a nominal 
empire, was the only thing left of their former glories. 

But Spain was not united. If Castile favored Philip, 
the old kingdom of Aragon, especially the city of 
Barcelona and the province of Catalonia, opposed him. 
The Catalonians had always been discontented since the 
union of the two crowns which had seemed to them 
more like the absorption of Aragon in Castile, espe- 
cially with the constant encroachments of the kings 
upon their historical liberties, and they had retained 
with some obstinacy a strong feeling of local independ- 
ence which has not absolutely disappeared even yet. 
This division and civil war in Spain, which is one 
of the features of the larger war, had its counterpart 
in France in a desperate rising of the remaining Hugue- 
nots in Languedoc, the insurrection of Camisards, which 
led to a local war chiefly guerrilla in its character, and 
which, though it was hopeless from the start of any 
larger results, kept a French army some time occupied 
in its suppression. 

To oppose two such generals as Marlborough and 
Eugene, Louis had only generals of a second rank. No 
new Turenne or Cond6 had arisen since these had been 
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lost. To oppose the wealth of England and of Holland, 

he had only disordered finances and an exhausted Jhewarnot 

favorable to 

treasury. Battle after battle was lost by the French, France, 
hardly relieved by a few minor successes. But the great 
semi-circle of fortresses which the genius of Vauban had 
constructed on the northwestern frontier, checked any 
serious invasion of the territory of France. The coun- 
try seemed on the verge of utter exhaustion and collapse 
in the darkest period, the years 1709 and 17 10, when 
Louis, whose conduct in the midst of these disasters was 
far more self-controlled and truly deserving of the title 
** great** than it ever had been in prosperous days, 
resolved to endure the very worst rather than to accept 
the humiliating terms of peace demanded by the allies, 
and appealed frankly and nobly to the French people, Louis appeals 

J ^ , . .4 ...... to the French ' 

and the nation, as it always does in similar circum- people. 

stances, instantiy responded with an elasticity of vigor 

and energy which is a race characteristic. Neither could 

the people of Castile be conquered, though Madrid had 

been twice occupied and the country apparently subdued 

by the enemy. Finally some turning of the tide of success 

in favor of the French, a change of party government 

in England, by which the friends of Marlborough lost 

office, the election of the archduke Charles to succeed The allies 

his brother as emperor, made the allies as willing as tox^S, ^ 

the French to end the war. 

The treaties which are together called the peace of The peace of 
Utrecht, signed in the spring of 1 7 1 3, secured the greatest ^^*'^**'- 
gains of the war to England. If the great object which 
Louis XIV. had had in view was to make his grandson 
king of Spain, he had succeeded, for the allies, except nijf]jf^i5^°*^ 
Austria, which only yielded because it could not carry on of Spain, 
the conflict single handed, were ready at last to grant tne 
Spanish people the king of their choice. But it was a 
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barren success. It was never of any real advantage to 
France that a branch of her royal family ruled in Spain, 
as they have continued to do until the present time, 
with one or two brief intervals. The two countries were 
no nearer union than before, for Europe took care to 
provide by solemn guarantees against a union of the two 
crowns, and the nature of things made a union of policy 
no more likely in the future than in the past. 

If the Spanish people had fought to prevent dis- 
attheea^sc membermeut, they failed in that. The Netherlands 
of Spain. were given to Austria, and are henceforth known as the 

Austrian instead of the Spanish Netherlands. The 

greater part of the Spanish possessions in Italy went 

viSo*"Emman- ^^^^ ^^ Austria, but Sicily, which had to be^ exchanged 

ueimadea afterwards for Sardinia, went to the duke of Savoy, who 

was granted the title of king, the first great step upward 

of the present reigning family of Italy. England's gains 

England makes were colonial and commercial.' She retained Gibraltar 

the largest • ^ 

gains. and the island of Minorca, which contained the strongly 

fortified harbor of Port Mahon. In North America 
France ceded to her, or renewed the cession of, the 
Hudson's Bay Territory, Newfoundland, and Nova 
Scotia. Spain granted her, at the expense of France, 
the Assiento contract, the privilege of importing negro 
slaves into the Spanish colonies in the New World. 
The only important advantage gained by Holland was 
to make sure that the Netherlands — the kingdom of 
Belgium on the present map of Europe — ^which they 
considered essential, as a barrier state, to their safety, 
did not go into the hands of France. 

England had made no gains which seemed of any 

of France was ereat valuc in Europe. France had preserved her home 

not in territory, ** /^ «• t • • « 

but in strength, territory and the former conquests of Louis practically 

intact. But the war marks the rise of England in. 
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influence and acknowledged power to a position she had 
never held before, and the gains she made from the war 
were of a sort to increase the sources of her strength, 
while France was left by it crippled and exhausted, and 
hardly beginning as yet to recognize the nature of the 
struggle before her, or to discern the fields where it must 
be fought out, or to see in England her greatest rival. 

We have seen how Louisas second war, that against 
the Dutch Republic, was in one way a turning point in j^ period of 
the history of France in weakening her most valuable niSofrof"^* 
ally against the advance of the English, and the period ^^ance. 
of peace which followed, the time of the reunions, in 
another by rousing the general fear of Europe that no 
treaties would set bounds to the aggressions of Louis. 
The same period in other ways was a turning point in 
the history of France of great importance. 

The Protestants in France, since the destruction of 
their political independence by Richelieu, had remained ^^^ revocation 
quiet and loyal members of the nation, in the enjoyment Jj^nfes^^^* °^ 
of their religious rights. But to the narrow mind bf 
Louis XIV. it was a sin for which he was personally re- 
sponsible that heresy flourished in his kingdom, and to 
his pride as an absolute king it was deeply galling that 
there was one thing which he greatly desired of certain 
of his subjects and could not.command, their conversion 
to cdtholicism. However much the influence of Madame 
de Maintenon may have liad to do with the revocation 
of the edict of Nantes there is no doubt but that she 
was urging the king in the direction in which he was 
himself inclined to go. The continued efforts to con- 
vert the Huguenots by force, which went before the 
revocation, and which gave to the languages of Europe 
the word * * dragonnade, " are familiar enough. In nales."'^*^*'"' 
October, 1685, the edict of Nantes was formally re- 
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voiced, the Huguenots were deprived of the privilege of 
public worship and of their civil rights. The new edict 
did not deprive them of their religion. They were 
allowed to remain Protestants, but they lost all legal 
rights and were exposed to constant dangers in person 
and property. The emigration which followed is an 
The emigration element in our own colonial history as it is in the history 

of the Hugue- i r . 

nots. of many European states. Though forbidden to leave 

the kingdom the Huguenots fled by the thousand and 
carried their skill and their frugality with them. As in 
the beginning of French protestantism, they were 
chiefly of the middle class, the mechanic and the trader, 
and formed a considerable element in the reserve force of 
the state. The loss to France was great but still it may 
be easily overstated. France could bear a propor- 
tionate loss to-day and instantly recover. It was the 
peculiar combination of circumstances which made it 
so serious — the exhaustive foreign wars, the prodigal 
waste of fashionable life, faulty financial theories and 
practice — it was this combination which made the rev- 
ocation of the edict of Nantes an element in the de- 
cline of France- 

But if Louis was bigoted and superstitious in matters 
of religion, he would not tolerate any rights of the 
pope in France which would interfere with his own 
absolute control of everything. In 1682, whdn a 
dispute arose with the pope over his right to appoint to 
vacant bishoprics and to enjoy the revenues during a 
vacancy, he proceeded without hesitation to extreme 
measures, and an assembly of the French clergy 
adopted, at his instigation, the famous four articles of 

oAheGaiHcan the liberties of the Gallican Church. These affirmed: 
Church." gj^^^ ^^^ ^^ p^p^ j^^g j^Q rx^X. to interfere in the 

political affairs of states; second, that general councils 
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of the church are superior to the pope in the govern- 
ment of the church ; third, that the pope has no right to The four 
change the usages and rules of the Gallican Church ; and 
fourth, that the final determination of the doctrines of 
the church rests not with the pope but with a general 
council. These propositions sound like a declaration 
of independence, as if they were intended as the founda- 
tion of a national and self-governing church, but they 
had no such effect. They were merely a declaration of 
the king's that the pope must leave him to govern the 
church of France as he should think best, and they 
were of advantage to the royal absolutism only. 

We have already intimated how, in another respect, 
this reign was a turning point in the history of France— sighufmfted 
in the disregard of its opportunities for future world em- ^° "*'op«- 
pire. This was not because Louis did not have the 
opportunities brought to his attention by men who saw 
them clearer than he could himself, but because he 
could not be brought to a right estimate of their impor- 
tance for the future. La Salle, who saw the vision of a La Saiie and 
French empire in America and the hope of excluding "*®"^*- 
the English from any continental rule, was twice in 
France during this period to try to enlist the govern- 
ment in his plans, but in vain. At another time, Leib- Leibnitz and 
nitz, the German philosopher, urged upon Louis the ^s^yp'- 
great advantages which would come to France from the 
occupation of Egypt, which could be had, he pointed 
out, for the taking. His argument is directed to show, 
it is true, how much France would gain in the struggle 
with the Dutch from the ease with which their East 
Indian empire could be broken up if Egypt were in the 
hands of the French, but the occupation of that country 
would have been of incalculable value in the later con- 
flict with England. But Louis could not be persuaded; 
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and the opportunity passed, never to return. France 
(ailed to secure,' at a time when, apparently, it might 
easily have been done, the commanding position both in 
the East and the 
West for which she 
strove in vain only 
half a century later, 
and which all the 
genius of Napoleon 
could not acquire. 

The age of Louis 
XIV. owes some- 
thing of its great- 
ness in the popular 
judgment to its lit- 
erary brilliancy. It 
b the first great age 
of French literature. 
Not but that France 
had produced be- 
fore worka of liter- 

■ThietiTi July 8. 1631. Died at ary art which will 

rt», April 13, 169s. ■' ^ , , ^ 

not be forgotten. 

But the age of Louis XIV. is the first period which is 
crowded with great names. General characteristics only 
are in place here, and of these two should be especially 
noticed. It has been called the Augustan Age of French 
literature and very correctly so. It was distinctly an 
age of quantity and of finish in literature rather than of 
quality. It is a most remarkable galaxy of names when 
J they are all brought together, but very few of them 
rise into the ranks of genius. Their work is not con- 
structive but imitative. It is not free and strong, but 
careful and studied. It is, as it has been called, the 
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most literary of literatures. Its theme is not nature but 
man, and that the somewhat artificial man of society. 

In the second place, the influence of the real age of 
Louis XIV., when it has had time to make itself felt, J^iim''^"* 
seems to have been unfavorable to literature. The 
greatest writers of the age, those who come nearest to 
the line which divides genius from talent or who pass 
it, all belong to the first portion of the age — a time 
when the peculiar characteristics of the age of Louis 
XIV, had not yet begun to rule. The dividing line 
seems to fall, as it 
does in the field of 
Louis's political and 
military successes, 
in the period be- 
tween his second 
and third wars, say 
about 1685. Before 
that date the larger 
number of the great 
works of the age had 
been written. After 
it we seem to trace 
'the effect of that 
royal patronage and 
paternal super- 
vision which se- 
lected for pensions racinb. 

and honors the par- Bom al La FenS-Milon. December 11, ifijj. 
I' Died in Paris, April H. .699. 

ticular sort of htera- 

ture of which it approved, and made the authors of any 

other kind clearly conscious of the frowns of fortune. At J^jy^""*''"" 

any rate, the literary characteristics of the last part of 

the age are such as might be expected to be produced 
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by such a system — the reign of smaller minds, the dom- 
ination of fixed rules, increasing flattery and adulation. 
It is characteristic of the age that one of its most perma- 
nent results was to subject French dramatic genius for 
the future to the iron rule of the "three unities," the 
unity of time, of 
place, and of plot. 

In the reign of 
Louis XIV. the 
royal absolutism 
which had been so 
long forming in 
France was made 
I the fundamental 
I theory of the state. 
If he never made use 
of the famous 
phrase which has 
been attributed to 
him, "L'^tat, c'est 
moi," there are 
other sentences in 
plenty, used by 
'"'"'^ himself and others, 

which just as clearly indicate the belief of the time that 
the state was really absorbed in the king. Louis's act 
in taking the actual control of public affairs into his own 
hands and making all the ministries directly responsible 
to himself was a kind of logical, but not necessary, em- 
bodiment of the theory in practice. There was during 
his reign not the slightest real check upon the royal will. 
Providence might set limits to the carrying out of his 
purposes in natural obstacles on the too strong armies 
of the enemy, but nothing else had the right to do so. 
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Louis distinctly states his belief that he is responsible for 
his conduct to God alone. 

Nothing corresponding to a constitution now remained 
in the state. Parlement still retained a form of remon- JJ^joUafchecks 
strance, but only by the king's sufferance. Some of upon the king, 
the provinces still enjoyed considerable local liberties, 
but merely because these did not interfere with the 
operations of the general government. They never 
could have retained them, if the king had had a 
sufficient motive for destroying them. The nobility 
and the clergy still retained privileges, but only such as 
had no influence upon the conduct of public affairs. 
Every real function of government was completely 
under the king's control and could be shaped or modi- 
fied as he pleased. The king was the state, whether 
Louis ever uttered the exact phrase or not. 

It follows that Louis is personally responsible for the 
results of his reign, so far as any one can be held Loms's respon- 
responsible for them — so far as they are not the results 
of ignorance which the age could not avoid, or of 
tendency too firmly fixed in the national life by the 
growth of the past to be suddenly changed. And when 
all deductions of this sort are made, the responsibility 
remains a heavy one. For one item, the responsibility 
for the economic exhaustion and misery of France, 
at the close of his reign, due to the War of the 
Spanish Succession, which certainly handicapped her in 
the mortal conflicts of the eighteenth century, not- 
withstanding the fact that in that century, as in the 
nineteenth, the recuperative power of the nation was 
remarkable — the responsibility for this condition of 
things must rest upon Louis and upon his advisers, 
whose advice he followed chiefly, then as usually, be- 
cause it led him in the direction of his own inclinations. 
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A new ace in 
French nistory. 
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Monarchy." 



See second 
lining page for 
map of France 
at this period. 



The rise of 
world politics. 



With the death of Louis XIV., France closed a long- 
period in her history beginning with the accession of 
Henry IV. — ^a period characterized in her internal his- 
tory by the final completion of the absolute monarchy, in 
fact and in theory, and in her external history by the 
attempt to humble the House of Hapsburg and to ad- 
vance France to the dictatorship of Europe. The mon- 
archy was now ideally absolute, but the dictatorship had 
not been gained. With the accession of Louis XV., 
France enters upon a new period of her history — she 
had been graduially entering upon it for the last twenty- 
five years, but it is more than another twenty-five years 
before she is really conscious of the change. It was an 
age in which her great rival was no longer Austria but 
England, and in which the prize at stake was not the 
dictatorship of Europe but the colonial empire of the 
world. 

Louis XV. came to the throne at the very dawn 
of an age of world politics, when those interests were 
beginning to arise which were by- degrees to dwarf 
merely European issues into comparative insignificance, 
and to determine alliances, not by religious or dynastic 
considerations nor even by those of European balance of 
power, but by the interests of commerce and of colonial 
expansion. The failure of France to awake to this mo- 
mentous change had already allowed England to make 
most dangerous advances. The odds, however, were 
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still, in appearance at least, in favor of France. But the 
slow awakening of France in the next generation was 
fatal. Before the nation was fully alive to the situation 
its advantages had all been swept away, and England 
— the British Empire — had become so powerful that fur- 
ther rivalry seemed almost hopeless. 

For this slow awakening to interests outside the con- 
tinent of Europe, the past history of France was respon- ^"^^ ^^ 
sible. Her foreign policy — her most cherished ambi- traditional 
tions — had begun to be shaped in the generation which 
immediately preceded the discovery of America, and 
nothing had occurred before the beginning of the eigh- 
teenth century to .prove to the nations that the House 
of Hapsburg was no longer to be feared. It is no won- 
der that this long contest had thoroughly drilled into the 
national consciousness the belief that the road to national 
expansion led to Italy or to the Rhine, and made it slow 
to realize the rise of other interests and of other enemies. 

The first important act of the new reign was a strange ^0^,^ j^y 
commentary on the plans of Louis XIV., and an evi- '715-1774. 
dence of the futility, in every age of the world, of the 
attempt to bind the policy of states by the family alli- 
ances of dynasties. Death had been busy in the royal 
family of France in the last years of Louis XIV. *s life, 
and when he died he was succeeded by his great-grand- 
son, Louis XV. , then only five years old. The question 
of the regency was the last question which the old king 
had to settle. The mother of his heir was dead. His 
nearest relative would be his uncle. King Philip V. of 
Spain, but he had renounced his rights of succession in 
France, and that renunciation had been pronounced final 
by all the powers of Europe in the treaty of Utrecht. 
The first prince of the blood in France was Philip, duke 
of Orleans, nephew of Louis XIV., a man of considerable 
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abilities but a prodigy of vice. The king had never 
liked him, but he could not bring himself to disregard 
his clear rights, and by his will he appointed him regent. 
The king of Spain, however, let it be very clearly seen 
that he submitted very unwillingly to this arrangement, 
and that, if the young king should die, he did not pro- 
pose to abandon his right of succession in France. 
England, seeing in Orleans the future regent, had been 
for some time before the death of Louis XIV. urging 
upon him the policy of an alliance between them, on the 
one side against the exiled Stuarts, and on the other 
against the plans of Philip V. This alliance the duke of 
Orleans was persuadetl to enter upon soon after he be- 
came regent. It was joined not long after by Austria 
and Holland, and became the ** Quadruple Alliance** for 
the enforcement of the terms of the treaty of Utrecht. 

Philip of Spain, finding his plans in France for the 
moment checked, turned his attention to the conquest of 
some of the Italian provinces which had been assigned 
to Austria at the time when he was recognized as king 
of Spain. It was absurdly impossible in the teeth of the 
Quadruple Alliance. The English destroyed the recon- 
structed Spanish fleet, and a French army invaded the 
country which Louis XIV. had gone to the expense of 
a great European war to bind forever to the interests of 
France. The regent has been severely criticised for 
thus uniting with the enemies of France in war upon her 
natural ally. But it was a legitimate policy for him, 
that of self-preservation, and France lost nothing and 
England gained nothing of any real value by it. The 
greatest significance of the alliance and of the war is its 
revelation of the futility of the hopes which led to the 
War of the Spanish Succession. 

The great failure of the regent's government was on 
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its financial side, but that is a failure for which he can 

hardly be called to an account, for although all through French finance 

the eighteenth century the fatal weakness of France was 

in her disordered finances, no French statesman proved 

himself equal to the problem of a remedy. During the 

last thirty years of the reign of Louis XIV. the. national 

debt had been multiplied by twenty. It was now more 

than 3,000,000,000 of livres, much of it at a heavy rate 

of interest The people paid in taxes 165,000,000 livres See Perkins's 

, f J t • 11 f • 1 "France under 

per year, but alter deductmg the charge tor mterest less the Regency," 
than 70,000,000 remained to pay the 150,000,000 of 
necessary government expenses. The financial situation 
of the kingdom was not likely to improve under such 
conditions. 

It was in circumstances of this kind that the regent 
determined to allow the Scottish financier, John Law, an ** ° *^* 
opportunity to carry out his ideas. Law had studied 
very carefully the financial facts of his day, and with an 
unusually clear judgment. Many of the theories which 
he had formed were far in advance of the age and are 
now universally accepted as the fundamental principles 
of financial science and business practice. But with 
these he held to many notions, as is not strange seeing 
that he was a pioneer in the study of finance, which a 
more complete knowledge has shown to be false theories, ^is theories, 
though some of them are still cherished by the more ig- 
norant, often to the embarrassment of secretaries of the 
treasury, especially in democratic countries. Two of two especially 
these, not unfamiliar in the recent political history of the *™p*>*^*'^^- 
United States, are of especial importance in understand- 
ing the operations of Law at this time : that credit itself 
creates wealth, and that a large per capita issue of cur- 
rency improves the condition of business and renders it 
easier to make money. 
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The fint step, 
May, 17x6. 



Law promised to make France the richest country in 
the world, if he were allowed to put his system in opera- 
tion. The regent seems to liave had some faith in him, 
and he may very well have felt that the situation could 
not easily be made worse and that something must be 
done to. try to improve it; even something desperate. 
The beginnings were gradual. He was first allowed to 
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establish a private bank, the first bank organized in 
Paris, with the power to issue paper currency redeem- 
able in gold of a fixed standard. This succeeded so 
well that in December, 17 18, it was transformed into a 
government bank. 

Even before this Law had advanced to another portion 
of his system. In August, 17 17, the commercial com- 
pany had been organized which is known as the Missis- 
sippi Company. The monopoly of commerce with 
Louisiana was granted to this company and full powers 
of government in the territory. Soon other companies 
of foreign commerce were consolidated with Law's, and 
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other monopolies were conferred upon it like that of the 
tobacco trade ; it contracted for the farming of all the 
taxes and assumed the whole national debt of France. 

At first the wildest predictions of Law seemed 
to be more than fulfilled. It was the first epoch 
of stock jobbing and wild speculation in modern times. 
Enormous fortunes seemed to be made in a few months, 
a competence while a man was eating his dinner. The 
stock of the company, whose face value was 500 francs, 
sold at one time for 15,000 and even some sales were re- 
ported to have been made at 20,000 francs. The com- 
pany voted to pay dividends of forty per cent on the face The bubble 
value. In the mean time only three per cent was re- 
ceived on the national debt which had been assumed. 
In 1720, the inevitable crash came and the system of 
Law collapsed more rapidly than it had risen. Some by 
selling in time retained the fortunes which they had 
made. Many more were ruined. The government 
gained nothing, except by some repudiation of its obli- 
gations, and its finances were in as great confusion after 
as before. The general result was injurious to France. 
It delayed the organization of a state bank, already in 
successful operation in Holland and in England ; and it The collapse, 
discouraged colonial and commercial enterprises, in 
which direction the true interests of France lay. Law 
himself seems to have been entirely sincere and to have 
sought the advantage of France as he understood it. 

Louis XV. became of age early in 1723, but the duke 
of Orleans retained control of affairs until his death at 
the close of the same year. He was succeeded by an- 
other prince of the blood, the duke of Bourbon, whose 
principal achievement was to marry the king, selecting 
for his wife Marie Leczinska, daughter of the exiled king 
of Poland, and sending home the infanta of Spain, who 
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had been betrothed to Louis, to make way for her. She 
rfLo"r'j£if* "^^ some seven years older than the king, poor and 
without influence, and was selected that the queen might 
owe everything to the minister and perpetuate his power. 
But the plan was a Eailure. The queen obtained no 
political influence, and the duke was soon deprived of 
office. The king 
declared, in imi- 
tation of Louis 
XIV., that he would 
be his own prime 
minister, but Louis 
XV. lived chiefly to 
follow his pleasures, 
and the real ruler of 
France was Fleury, 
who held charge oi 
affairs till 1743. 
Under his ministry 
there was a rapid 
recovery of com- 
mercial and busi- 
ness prosperity in 
Lows XV. France. The War 

of the Polish Suc- 
cession, fought in favor of the father-in-law of Louis,. 
The War of (he reflected a little glory upon the country with its mili- 
um, tary successes and the favorable terms obtained at its 
close in the treaty of Vienna, but the most important 
change was in the foreign relations of the country. 

The special fact which appeared, at least upon the 
surface of things, to lead to the breaking up of the old 
alliances in the international politics of the time and to 
the formation of new ones, was the peculiar situation of 
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the House of Hapsburg. The male hne of the family 
would become extinct with the death of the reigning ^e^Houseof^ 
emperor, Charles VI., and the great object of the last Hapsburg. 
part of his life was to secure the succession of the heredi- 
tary lands of the house to his daughter, Maria Theresa. 
Instead of setting about this as Frederick the Great 
would have advised, by providing a thoroughly disci- 
plined army of two hundred thousand men, he tried to 
bind all the states of Europe in advance by treaties to 
recognize her right of succession. In 1724, the so-called 
Pragmatic Sanction of Charles VI. was accepted as the 
fundamental law of the succession in all the Austrian do- 
minions. By degrees the emperor obtained the promise . 

^^ JVLcIaIcI \ 1161 CScl 

of all the European states to recognize this arrangement, recognized as 

its neiress. 

but when he died, in 1740, the superiority of Frederick's . 

method was clear, for he immediately advanced certain 

old claims to some little territories in Silesia, and, with 

the armies which he had inherited from his father, * * the 

drill sergeant,'* he seized the whole province. It was 

the beginning of a general war. 

In the mean time events had been taking place else- 
where which were of far greater importance for the future 
of France and of the world than these, even though we 
remember that these events carried with them the rise of 
Prussia to a power of the first rank. Soon after 1730 
France and Spain had begun to draw together. . It was 
not so much the family relationship of the two Bourbon 
dynasties which led to this result as their common fear of 
the growing commercial and colonial power of England, Alliance of 
and their perception of the fact that the only hope of Spain aj:ainst 
checking this growth and of recovering what they had 
already lost lay in union. Both states gave great atten- 
tion to the reconstruction of their navies ; Spain tried to 
cut down the English commerce with her colonies, 
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which had grown to considerable proportions since the 
peace of Utrecht, though not recognized as a legitimate 
commerce by any treaties between the countries, and to 
turn it over to France ; France, having recovered much 
of her economic and commercial prosperity in the last 
generation and just beginning to realize the possibilities 
which might lie in colonial expansion, was anxious to try 
conclusions with England once more, in the hope of 
putting an end to her threatened supremacy on the seas. 
It was a great misfortune for France at this crisis that 
she still retained her fear of the House of Hapsburg, 
and could not resist the temptation to make the most of 
the opportunity offered by the disputed succession to try 
to break up the Austrian lands into fragments which 
would be no longer dangerous rivals of France. This 
unfortunate feeling in France was balanced to a certain 
extent by the interest in continental affairs which was 
forced upon England by the fact that her king was also 
elector of Hanover. 

As early as 1739, the bitterness of feeling in England 
on account of the treatment of English traders by the 
Spanish colonial authorities had forced Walpole against 
his will to declare war with Spain.* France sympathized 
with Spain in this war, but she kept the peace with Eng- 
land, until the opportunity to destroy the power of 
Austria tempted her to enter the continental war. 
This involved a war with England, the ally of Austria, 
which should have been for France, as it was for Eng- 
land, chiefly a colonial and commercial war. But those 
who controlled the policy of France thought otherwise, 
and the nation expended its energies upon the Conti- 
nent, where the Austrian Netherlands were soon over- 
run, and even a portion of Holland, but no further 
successes of importance were gained. 
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In India, the struggle for possession was just beg^inning. 
The two leaders of the French, Dupleix in India and La '" ''"^ 
Bourdonnais, the governor of Mauritius, were far su- 
perior in abilities to the English officers then in the East, 
and they saw clearly the great empire which was to be 
gained and the wisest steps to secure it. If they, could 
have laid aside their personal jealousies in a common 
policy, and have had 
the support which they 
deserved from France, 
they could, apparendy, 
have destroyed all pos- 
sibility of an English 
dominion. As it was, 
Madras, the English 
station on the east coast, 
was conquered. In 
America, though the 
French had, in Loui- 
siana and Canada and 
along the interior rivers, 
the best geographical dupleth. 

position from which to Bom about 1*97- DiH .bom 1763. 

occupy the continent, the English colonies were grow- 
ing more rapidly in population and resources, and they 
could easily be persuaded to make a determined effort 
for the conquest of their rivals. The capture of the 
strong fortress of Louisburg by untrained New England June, 1745. 
troops gave the colonists a degree of self-confidence 
which had no slight influence on later events. 

The war was everywhere indecisive. The treaty of p^gceof^i 
Aix-la-Chapelle, which closed it, settied nothing. Fred- Chapeiif, i 
erick the Great retained Silesia, but Maria Theresa was 
determined upon revenge at the first favorable moment. 
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France restored her conquests in Europe to Austria, and 
gave back Madras to England in return for Louisburg^. 
The people of New England were bitterly disappointed 
at this sacrifice of the conquest which they had made, 
but, looked at from the point of view of the Empire as a 
whole, the exchange was a wise one. It was feir more 
important to recover the position lost in India than to 
retain Louisburg. England gained some slight com- 
mercial advantages from the war ; France lost something 
in strength and opportunity ; otherwise it left things as 
they were. It is to be regarded merely as an introduc- 
tion to the decisive struggle which comes on immediately. 

England and France had made peace with one an- 
other, but it was little more than peace in form. On the 
two great continents where they were struggling for em- 
pire there was scarcely so much as a brief truce, and 
open war soon broke out in complete disregard of the 
peace between the mother countries in Europe. la 
America, the French undertook the fortification of their 
line of communication along the Great Lakes and the 
Ohio, and the English colonists could not allow this. 
Braddock*s expedition and bloody defeat, the attack on 
New Brunswick with the removal of the Acadians, and 
the fighting in the vicinity of Lake George were all be- 
fore formal war began. In India, Dupleix continued to 
develop, successfully and rapidly, his plans for a French 
empire, and was checked only by the rise of a man ot 
equal genius on the English side. The brilliant capture 
and defense of Arcot by the young Robert Clive, and 
the ruin of the plans of Dupleix, came also in the inter- 
val of supposed peace. 

When the European war again broke out, France and 
England were found on the sides opposite to those which 
they had supported in the last war, France and Austria. 
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had come to an understanding, and England was there- 
fore necessarily on the side of Frederick. The events of VMrf^w 
this war are familiar to all. In Europe, it was the great 
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war of Frederick the Great, who fought, single handed, 
with only the money of England to support him, against 
all Europe. France made great and costly exertions, 
but won no proportionate successes. She had no gen- 
erals in the field and no statesmen in the cabinet. 

In America, **the old French and Indian War,*' as 
we called it, was an almost continuous succession of re- 
verses for the French, crowned finally by the loss of 
Quebec and Montreal, which virtually meant the loss of 
all their northern settlements, their strongest position on 
the continent. 

In India, no Frenchman of equal ability succeeded 
Dupleix, who was recalled and disgraced just before the 
opening of the war, because his pushing schemes for the 
French control of India were likely to cost too much ! 
Lally, who was the French commander during the most 
of the war, was earnestly determined to destroy the 
power of England, but his abilities were not equal to the 
task, and he was completely defeated by Eyre Coote. 
Still earlier, Clive had conquered Bengal, and the Eng- 
lish were now as supreme in India as in North America. 

At the conclusion of the war, France withdrew en- 
tirely from North America, ceding all east of the Missis- 
sippi, except New Orleans, to England, and all west of 
the Mississippi to Spain, in compensation for Florida, 
which Spain had been compelled to give up to England. 
In India, the stations which the French had had before 
the war were restored to them, but as trading stations 
only. The right of fortification was renounced, and all 
hope of a great French empire abandoned. France lost 
also her chief settlement in Africa, Senegal, and a num- 
ber of islands in the West Indies. She had sacrificed, 
mainly through neglect and the failure to discern where 
her true interests lay, the brilliant prospect which she 
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had once possessed, more surely than had England, of a 
great world empire. This was now her enemy* s, and, 
though France was to attempt its recovery in later times, 
she was never to do so with any real prospect of success. 
On the continent of Europe, the peace simply restored 
the conditions, so far as France was concerned, which 
had prevailed before the war. The attempt to humble 
Prussia, however, had not succeeded, and that state had Prussia, 
risen, in the opinion of Europe, to be a state of the first 
rank, and had laid securely the foundations of that power 
which after a hundred years was to inflict upon France a 
most signal defeat: 

The close of the war falls in the ministry of the duke 
of Choiseul, who had been chief minister of France for 
some years. He was a skillful diplomatist, and, with the 
exception of Turgot, probably the ablest French minister 
between Louis XIV. and the Revolution ; but his min- 
istry was not a success at home or abroad. France was 
now in a condition, exhausted with heavy burdens and 
eaten with abuses, where no ministry could be successful 
without the entire reconstruction of the state. Only the 
very highest statesmanship, backed by the long and 
steady support of the king, could have accomplished Reform 
such a reconstruction, and this was an impossible combi- Fm^ssfbie. 
nation in the France of the last half of the eighteenth 
century. It would have been an impossible combination 
even if the France of that age had been plentifully sup- 
plied with statesmen of the highest abilities. Louis XV. 

1" i_ 1*1 • ji_* ir^ i_^ There was no 

was a kmg who readily resigned himself to whatever king who would 
course seemed easiest at the moment, with the comfort- \ difficult' °^ 
able reflection that things would last as they were as long ^° *^^* 
as he, and that his successor must look out for himself. 
Louis XVI. was a king who earnestly desired the good 
of his people, but his weakness made any permanent 
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policy impossible. The only other road to reconstruc- 
tion lay through revolution, and these are the years in 
which France was rapidly driiting to revolution. 

The war had been very costly to France. The 
national debt had been increased ; a considerable pro- 
portion of the revenues had been anticipated ; and, 
though peace had been made, the subsidy to Austria, 
which had fallen into arrears, must be continued for 
some years. A limited repudiation was not found to be 
sufficient, and there seemed 
to be nothing to do but to 
go on with the war taxes, 
although the nation had 
been promised that they 
should cease with the war. 
The Parlement refused to 
register the necessary 
edicts, but it was forced to 
yield. Then followed a 
war of words with the gov- 
* ernment, ia which the re- 
monstrances of the Parle- 
ment and of the other 

Decorated Shdai«:haih ok the COUrtS Were COUched in 

EicHiBEKTH Ckmturv, language of great vigor 

and directness. They asserted that the right of regis- 
tration was a fundamental right, not to be interfered 
with by the king, and the Court of Aids urged the king 
to take the advice of his people through the Estates 
' General. The storm bec.ame so great that the govern- 
ment thought it wise to yield on some .points of minor 
detail, but it could not do so on anything essential. 
Choiseul undertook also to revive commerce, and to 
find compensation for the colonial losses of France. An 
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attempt to force a rapid development of French Guiana, 
unwisely directed, proved a failure, but there was some 
advance in the French West India settlements. Better 
commercial regulations, especially freer trade in grain, 
led to some improvement in rural France, and there was 
a slow gain in population.* None of these improve- 
ments was great enough, however, to balance the careless 
prodigality of the court and to check the increasing 
annual deficit. 

To the foreign interests of France, Choiseul gave 
especial attention. The army was reduced, but reor- °^®*^ p° *^y- 
ganized and made more effective. The navy also was 
reformed ; ships were rapidly built, and supplies accu- 
mulated. The death of Stanislas, the father-in-law of 
Louis XV. , brought Lorraine to France, by the terms of 
the treaty of 1735, and about the same time Corsica was 
acquired from Genoa, just in time to make Bonaparte a 
French citizen by birth. But in the most important case 
which arose in the foreign relations of France, the nego- 
tiations which preceded the first partition of Poland, Juon oV ^^^' 
Choiseul was not strong enough to protect the interests p°^^"^- 
of his country as he understood them, though his min- 
istry had ended before the partition was consummated. 
Choiseul had gained his place, in part at least, through 
the support of Madame de Pompadour ; he lost it not 
alone through the dissatisfaction of the king with his for- 
eign policy, but through the influence of the king's new p^^jj of choi- 
favorite, Madame du Barry, whom the duke would not j^"^; ^^e^ember, 
stoop to flatter. 

France fell then into the hands of ministers far less 
able and more selfish than Choiseul, and the last years ^o^,^**^ ^° 
of Louis XV. are the most humiliating in the annals of 

"" • The population was estimated by contemporaries, in 1767, at twenty-two 
millions, and, in 1791, at from twenty-five to twenty-seven millions. See Mar- 
tin,' "Decline of the French Monarchy," Vol. II., page 212. 
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The"fi»nine 
compact." 



May 10, 1774. 



Louis XVI., 

1 774-1793. 



Turgot. 



His ideas. 



the nation. A common courtesan was the real ruler. 
Measures of violence — forced loans and repudiation — 
afforded only a temporary relief in the financial neces- 
sities of the state, and served merely to postpone the 
evil day of real reform as long as the king lived. Under 
the reign of Du Barry, indeed, the court became more 
rapacious and wasteful than ever. The Parlement of 
Paris, opposing the ideas of the court, was dissolved and 
the supreme judicial system reorganized. The mo- 
nopoly and secret speculation in grain in the interest of 
the king— the *' famine compact *'— excited the anger of 
the people. Abroad, a hint of English opposition 
sufficed to compel the French ministers to drop their 
plans. No improvement was possible while the king 
lived, and his death, in a little more than three years 
after the fall of Choiseul, was received as a public 
blessing. 

His grandson, Louis XVI., was a better man, but 
hardly a better ruler. If Louis XV. was the most con- 
temptible of kings, his successor was among the weakest, 
and, in the crisis which confronted France, weakness in 
a good king was the greatest of crimes. Only the 
utmost strength and firmness of the king in the support 
for years of an unpopular policy could have secured the 
reformation of France without a revolution, and of this 
Louis XVI. was incapable. 

The new reign began with some promise. Shortly 
after Louis's accession he appointed Turgot minister of 
finance, and definitely promised to support him in the 
wide-reaching schemes of reform which the minister laid 
before him. Turgot was a trained economist in the 
young science of political economy ; he was imbued 
with the philosophical notions of the day ; and he had a 
most earnest desire to be of service to the people. 
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Besides this he was a man of very great ability. As 
intendant of Limoges he had proved himself a practical 
reformer, and the condition of the province had been 
very gready improved by the measures which he had 
carried through. 

In accepting the ministry of finance, he earnestly 

J - . , , . - , Louis promttM 

represented to Louis the unpopularity ot the course to suppori Tur- 
which he desired to pur- memurM. 

sue, and the necessity of 
the faithful support of the 
king if it was to be made 
successful. Louis gave 
him his promise. Re- 
lying upon this, Tui^t 
began at once to carry 
out the reforms which 
seemed to him necessary, 
without regard to the 
Opposition which they 
excited on the part of all . 
sorts of persons who were , 
interested in maintaining Turcot. 

the old abuses. His fun- B^ra May «, 1717. Died March jo, 1781. 

damental principles, as he stated them to the king, 
were no repudiation, no loans, and no heavier taxes. 

To carry out these principles, and yet meet the 
expenses of the state, required great changes, and JEfchrur^i 
every change struck at the interest of some privi- ""'*■ 
leged class. The reforms which he introduced in the 
collection of the revenue, though of great advantage to 
the state, deprived the revenue farmers of some of their Revenue 
privileges, and seemed to be steps toward the collection 
of all revenue by the state itself, and therefore they 
excited the alarm and opposition of a rich and influential 
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The nobles. 



The church. 



class. The free trade in grain which he established 
through France drew upon him the hostility of the 
speculators, who were anxious to maintain the monopo- 
lies in which even the king had been interested in the 
last reign. His attempt to free the workman from the 
T^e corpora, restrictions of the trade corporations roused the anger of 
another powerful body. His steps toward subjecting all 
landowners to an equal system of taxation, and toward 
the abolition of all feudal dues, threatened to deprive 
the nobility of their most cherished privileges, and of 
nearly all that remained to remind them of the position 
which they had once held in the state. His philosophi- 
cal views and his desire to abolish most of the mon- 
asteries and to reform the church in the interests of the 
parish priests, brought the powerful influence of the 
clergy to the aid of his enemies. The court was opposed 
to him because it was opposed to all economy. 

One other body of his enemies remains to be noticed, 
that which was the mouthpiece of them all, the Parle- 
ment. Soon after the appointment of Turgot, and in 
opposition to the advice of that minister, Louis had 
committed the serious mistake of reestablishing the 
Parlement, which had been abolished in the reign of 
Louis XV. It was a serious mistake if the state was to 
be reformed and its strength restored without a revolu- 
tion, and under the direction of the absolute monarchy, 
for the Parlement was the only organ of constitutional 
opposition to the will of the king, and, manned by the 
holders of hereditary offices, it was in full sympathy 
with the privileged classes and opposed to reform. 

Turgot* s reforms were successful upon the financial 
side. The reduction of expenses and the increase of 
income brought the two sides of the account together, 
so that there would have been no deficit but for the 



The position 
of the Parle- 
ment. 



Financial 
improvement. 
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necessity of paying off arrears. But the strain was too 
great for the king. He did not possess even the degree 
of strength which had enabled Louis XIII. to support 
the policy of Richelieu, and after aa effort oi a little 
less than two years, 

Turgot was abruptly dis- p^^n 

missed by Louis and ""' 

everything fell back into 
the old ways. 

After a brief interval 
the care of the finances 
was given to Necker, a 
Swiss banker of Paris, 
He was a skillful finan- 
cier, but as minister his 
art consisted in making 
the best of a bad situ- 
ation without attempt- 
ing to improve it by 
uncomfortable reforms. 

, ,, , COIFFURB A LA BBLLB-FOULB. 

He made such little re- !„ honor of Ihe victory of the frie.l« La 

forms and economies as "^"^'^ ""' "" ^"s"^" "■■"■ '"«■ 
could be carried through without exciting serious oppo- 
sition, and, by making a good showing and improving 
the credit of the government, he succeeded in borrowing 
large sums and postponing the worst difficulties for a 
time. 

It was during his ministry that France went to war 
with England, in aid of the American colonists who had Revo 
proclaimed their independence. Considering the situa- 
tion of France it was an unwise war. But the national 
desire to embrace this opportunity to take vengeance on 
England for the losses of the last war was too strong to 
be resisted, and the opportunity was certainly a good 
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French gains 
from the war. 



Effect upon 
the An»o- 
Saxon future. 



Necker pub- 
lishes an 
account of 
the national 
finances. 



one. In the war, the reconstructed French navy held 
its own very well against the English, and gained some 
ini|X)rtant successes. This was especially true in the 
East Indies, where the able French commander, Suffren, 
seemed in a fair way to destroy the English Empire 
when he was stopped by the conclusion of peace. In the 
peace of 1783, France recovered Senegal in Africa and 
some islands in the West Indies, and England was 
obliged to restore to Spain Minorca and east and west 
Florida, and to acknowledge the independence of the 
thirteen colonies. The vengeance of France was com- 
plete, more complete in the future, indeed, than at the 
time, for the rent then made in the Anglo-Saxon world 
time seems to find it impossible to heal, even at the end 
of the nineteenth century, when the position of the race 
throughout the world, in the era of great changes which 
seems approaching, would be secured from every 
danger by such a reunion, to the great advantage of 
both its halves. But the immediate material success 
of France in the war was hardly great enough to justify 
its cost. 

Before the war had closed, Necker' s ministry had 
come to an end. In order to increase the public confi- 
dence, and so to secure a better market for his loans, 
he had formed the plan of publishing an official state- 
ment of the state of the national finances, in imitation of 
the English practice; at least he was accused of this 
imitation. This publication had the desired effect upon 
the general public, although the statement of both reve- 
nue and expenses was very incomplete. But its effect 
upon the privileged classes was to arouse the same oppo- 
sition before which Turgot had gone down, and which 
the slender reforms of Necker had already begun to 
excite. The publication of the * 'Account*' seemed to 
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them a declaration of war against the abuses from which Excites the fear 

their incomes came, for Necker had not hesitated to re- f^^f Sasses. 

veal to the public the extent of at least a part of these. 

The attack which followed upon the minister was not 

due so much to what he had done as to what it was 

feared he was about to do. In the less than ten years 

of his reign, Louis had grown perceptibly weaker, and 

more under the control of the strongest pressure of the 

moment. He yielded now almost immediately. The 

* * Account * * was published in January, and in May Necker ,^81. 

gave up his office. The general public of France gave 

Necker credit for greater statesmanship and reforming 

2eal than he really possessed, and his fall was charged 

against the rulers of France in the account which was 

rapidly accumulating for settlement. 

The few years that are now left before the opening of 
the Revolution are years of increasing difficulties, of downward 
reckless and extravagant ministers who are driven to be ^°^^* 
reformers by the necessities of their situation, and of 
increasing hostility toward the court and the queen, the 
heedless and indiscreet Marie Antoinette. Calonne, 
who shortly succeeded Necker, conducted the govern- 
ment on the principle, sometimes adopted in the diffi- 
culties of private individuals, that a reckless expenditure 
is the best foundation of credit. He did succeed in 
adding five hundred million to the national debt in three 
years, but he could not keep it up. The plan of reform 
to which he was forced was a kind of eclectic scheme of 
Turgot and Necker together, but Calonne proposed to 
make his way secure by getting the privileged classes to 
consent in advance to be reformed, by reviving the 
Assembly of Notables, which had not been convened bies"'convened. 
since 1626. *' It is Necker over again,'* cried the poor 
king when Calonne asked him to sanction his plans. 
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But it was wofse for the old rigime than Necker, for 
asking the consent of the Notables was but a step on the 
way to asking the consent of the nation. 

January a9t Calonne*s assembly met, but it quarreled with him, 

^^.j and the king sent him into exile as the easiest thing to 

do. His successor, Brienne, got on better with the 
Notables, but he brought on a violent contest with 
the Parlement over the registration of the new measures 
and others that followed soon. Louis at first attempted 
to coerce the Parlement. Its members were arrested 

Parlement and exiled, and finally the Parlement itself was recon- 
structed, as in the time of Louis XV. But when 
Brienne, unable to keep up pretenses any longer, even 
by promising to call a meeting of the Estates General, 
adopted a partial repudiation, as his last resource, Louis 

August 2s. 1788. abandoned him and turned in despair to Necker, as the 

only man who could restore public confidence. But it 
was now too late ; the time for reform was gone. Com- 
plete reconstruction of the state was now the only 
course. The demand for the Estates General was heard 
on every side ; the hatred of the populace toward the 
court was openly manifested ; it was thought to be un- 
safe for the queen to be seen on the streets of Paris ; 
disturbances, almost insurrections, had broken out in 
various parts of France. The current became too 
strong to resist, and the call was issued, summoning the 

The Estates Estates General to meet in May, 1789 — b. confession of 
failure on the part of the king, an appeal to an instru- 
ment of government which his ancestors had thrown out 
of use, in the interest of the absolute monarchy, two 
centuries before, and as they thought forever. 

From the point of view of the absolute monarchy the 
calling of the Estates General was a grave mistake. It 
was in complete contradiction to the theory of the state 
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which had been the only theory in France for more than 
a hundred years. It was an appeal to the people to ^"n^^f f^^ 
help the state in its difficulties. But such an appeal ^'te^'iute'^^^^ 
could be made only on some such theory as that on monarchy, 
which the English government was founded, that the 
final authority and responsibility belong to the people. 
In France, however, since the middle of the seventeenth 
century, the state had been conducted wholly on the 
theory that the king does everything for the people 
under a responsibility only to God, and that the duty of 
the people is to submit like children to a father. The 
appeal to the nation to come to the help of the king was 
an abandonment of this theory ; it was a confession that 
the king was not equal to his task ; and it was an ac- 
knowledgment of the right of the people to take an 
effective part in their own government. Logically the 
calling of the Estates together involved all the changes it lowcaiiy 
that the Revolution made in the government of France, changes which 

This virtual abdication of the monarchy shows the spot 
of fatal weakness in the old French theory of paternal 
government when it is carried out in practice. What 
was needed in 1789 to save the absolute monarchy in 
France was not ministers, or knowledge, or the willing- 
ness of the people to go on with it longer. It was a 
king. Everything else would have been found, if 
France had had a king like Henry IV. — ^a king of a 
kind not often found in the history of France, or of any The theory 

, , 111*11 • • ^ • failed from lack 

couritry, to choose and to stand behmd the mmisters. of a king. 
It was the weak, perplexed, unsettled mind of Louis 
XVI. , not able to follow any policy with vigor or con- 
stancy, that destroyed the old government. 



CHAPTER XV. 

CAUSES OF THE FRENCH REVOLUTION. 

The Estates General, when it met, carried France on 

^^rC^fe 9%^^^^ VBV^ft^B 

readv for at once and with rapid steps into the Revolution. All 

the conditions were prepared for a great change : the 
universal public belief that the situation was entirely- 
hopeless under the old system ; the new ideas which 
were to furnish plans and purpose to the innovators ; 
See Lowell, the leaders thoroughly indoctrinated with the reigning 
French Revoiu- theories, and of a most determined spirit. When the 
" The' Ancient monarchy confessed its inability to make the necessary 

Regime"' and , 

De Tocaiieviiie, reforms and appealed to the nation for assistance, the 

," The Old . f 1 . r 11 1 

Regime." representatives of the nation were fully prepared not 

merely to carry through the reforms, but also to push 
the government's abdication of control to its farthest 
limits. It is not strange that the stages of the Revolu- 
tion succeed one another with such rapidity. 

The French Revolution deserves the name more 
truly, for its completeness and suddenness, than any 
other revolution in history. It is also one of the most 
profound events of history and the most deserving of 
study, both for the insight which its coming on gives 
us into the working of the influences which make his- 

SiiPchap^cr ^^^^ ^^^ ^^^ ^^^ immense importance of the results 

which followed from it both for France and for the 
whole world. It is not possible in a brief sketch to give 
a complete account of the preparation for the Revolu- 
tion, and this chapter will not attempt to do more than 
to indicate as clearly as may be the classes of influences 
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which produced the result and their general character, 
both to make the main current seem plain and to classify 
the details of further reading. 

The special fact to be accounted for is not the fact of ^. „ , . 

, . , The Revolution 

change — that was inevitable. It is the profound and far- "ot uke Aneio- 

, * Saxon revolu- 

reaching character of the change ; that the foundations ^io^s. 
on which the nation had been building for so many- 
centuries should be so nearly torn to pieces and built 
over anew. The French Revolution is not a revolution 
of the same kind as the English Revolution of 1688, or 
the American Revolution of 1776. These were crises 
in which the nation appealed to revolutionary means in 
.order to sweep out of the way obstacles to their natural 
development. The revolution restored the nation to 
the line of growth which its history had marked out. 
The French Revolution did the opposite. The situa- 
tion at the beginning of 1789 was the logical outcome of 
the past history of France. The absolute monarchy and 
the theory of the state upon which it rested ; the nobil- 
ity and the extravagant court, maintained at the public 
expense and guarded by caste distinctions and privi- profomi^iy the 
leges ; the old church, officered and conducted as a id^s of the^ 
state institution ; the old religious, intellectual, and ^^'®' 
educational ideas ; the old system of taxation and ex- 
penditure — ^all these had grown into their eighteenth 
century forms through a long past. In a single genera- 
tion they were swept, away. The French Revolution 
suddenly threw the nation out of the groove in which it 
had been running for centuries into a new one, in which, 
with some inevitable unsteadiness, it has been running 
ever since, and this is true notwithstanding the fact that 
so much which belonged to the old regime has been 
preserved in the France even of to-day. 

The reason for this extreme character of the French 
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Universal belief 
that reform 
was necessary. 



The nation had 
had no experi- 
ence in making 
reforms. 



It was therefore 
dependent upon 
theories. 



Revolution can be found only by taking into account the 
whole situation — some elements of it active forces, 
causal agents so to speak, others merely furnishing op- 
portunity or direction to the acting forces. In such an 
account two preliminary facts must be noticed which are 
of the greatest importance because they underlie all the 
others and furnish on the one side impulse and on the 
other direction to all that occurred. The first of these is 
the fact that all classes in France of whatever position 
had become convinced of the necessity of change. The 
demand for change was universal. Reforms must be 
made. And this feeling was, in a great measure, as 
characteristic of those who had the most to lose by the^ 
changes which were finally made as of those who had 
the most to gain. The underlying fact of the prepara- 
tion for the Revolution in the eighteenth century is the 
steadily growing conviction of the nation that far-reach- 
ing reforms must be made. 

The other fact is that the nation had had no experi- 
ence in managing its own affairs. It had had no train- 
ing in carrying through reforms, or in making constitu- 
tions, or in conducting the details of government. It 
had no practical knowledge to guide it, or we may say 
that it did not know exactly what it wanted or how to 
get it. Theories and speculative philosophy had so 
much greater influence upon public affairs in France, 
at the close of the eighteenth century, than upon 
England or the United States because of this differ- 
ence between the histories of the two peoples. The 
Declaration of Independence starts out with a little 
French theorizing but it quickly settles down into one of 
the sharpest and most business-like of all the Anglo- 
Saxon constitutional documents. France took the the- 
ories for practical guides because she had no others, and 
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experimented long upon them before she accumulated 
that fund of experience which contributes so much to the 
security of the present French Republic. There are 
then these two preliminary facts to be kept in mind in all 
study of the character of the French Revolution : the 
nation was determined that reforms should be made, it 
had no practical experience to guide it in making them. 

The most decisive of the influences which produced 
the Revolution may be classified under the following ciaMmSf* 
heads : first, the financial situation of the government ; 
second, the economic condition of the country ; third, 
the system of glaring and extreme inequalities constandy ^ 
maintained in practice ; fourth, the intellectual move- 
ment of the century ; fifth, the influence of England and 
of the American Revolution ; and sixth, the resulting 
fact that the resisting power of the government and of 
the privileged classes was undermined by their own con- 
sciousness of the need of reforming the state. 

The financial situation of the government has already ^^ ^ 

, , The nnsmciAl 

been described m detail in recounting the events which cause, 
led to the calling of the Estates General. It remains to 
point out that the influence which led to the Revolution 
from this source was not the burden of the taxes but the 
utter hopelessness of the nation of any real reform to be 
expected from the government. France could have 
borne the burden if there had been any prospect that 
things would grow better, that the court would practice 
economy and the officials act with fairness and honesty, 

* 1 • 111 c 11 111 Not the amount 

that the mcome would be more carefully expended and of taxes, 
the deficit reduced. But everything that happened in 
the last part of the period tended to fix more firmly in 
the public mind the conviction that no real reforms were 
to be expected from the government as it existed. If 
one minister began an arrangement for paying off the 
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debt his successor used up the fund in current expenses ; 
if a genuine reformer got office for a while it very soon 
became evident that he must fail for lack of support ; ii 
a minister attempted to win the confidence of the nation 
by publishing a bucket it soon turned out to be a mere 
trick. It was 
clear before 
1789 that the 
nation must 
undertake itself 
the necessary 
reforms. But 
among all the 
causes of the 
Revolution this 
was the one 
which opened 
the way for the 
others to act. 
If the govern- 
ment could have 
made both ends 
meet, stopped 
the deficit, and 
held out to 
the country the 
prospect of 
lighter burdens, 
there would 
have been no need of the meeting of the Estates Gen- 
eral and no revolution. It was the impossibility of 
practicing economy which gave the Revolution its op- 
portunity to begin. 

Nor can the economic condition of France be con- 



Causes of the French Revolution, 263 



sidered one of the active causes of the Revolution. The 
eighteenth century was probably on the whole a period J,ndftiSS*'*°*^ 
of economic improvement in France and of considerable of France 
accumulation of wealth. The Napoleonic wars show the 
nation in possession of a very large reserve fund of re- 
sources and this must have been laid up since the period 
of exhaustion which closed the reign of Louis XIV. In 
comparison with most of the countries of Europe also 
France seems to have been no worse of! and in many 
respects more prosperous. The condition of some of 

^ ^ , "ot the worst 

the provinces, especially of those which had in their own possible, 
hands the management of their taxes, excited the admi- 
ration of foreign travelers. And yet there were very 
widespread hardship and misery throughout the country 
districts of France, and the economic condition of the 
country, both in regard to the production of wealth and 
the comfort of the people, was far below what it should 

but below wlist 

have been, whether judged by the condition of scarcely it ought to have 

QC6D 

more favorably situated countries, like England, or by 
the nation's own natural resources and knowledge of 
how to improve them. 

In many parts of Frange the peasants lived almost 
like animals. The land produced only a few fold the 
seed sown. A scanty harvest produced a local famine, 
not of infrequent occurrence, and the surplus of a 
neighboring province could not be brought to its 
relief because of impassable roads or vexatious govern- The peasant 
ment regulations. Large tracts of land lay entirely the most 
waste and the state offered rewards for its restoration ^^^^^^ ^' 
to cultivation. The wretched food of the peasant even 
in the best times and the burden of his labors made 
him prematurely old. This was especially true of the 
women. Arthur Young records his thinking a certain 
peasant woman to be sixty or seventy years old who 
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proved to be twenty-eight This meant of course that 
udrcMHirea France was not merely leaving a considerable part of her 
natural resources undeveloped but also that she was 
getting far less from her men in life and services than she 
should have had. However great the reserve resources 
of the nation may have been in the Napoleonic wars they 
were much less than they should have been. This state 



of things acted economically also in another direction. 
The purchasing power of the peasant was reduced be- 
cause his own earnings were so small, and consequendy 
the market for French manufactured goods was limited 
and the opportunity for a further development of manu- 
factures slight. 

For this condition of things the financial methods oi 
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the government were mainly responsible. The exemp- 
tions, legal and illegal, possessed by the upper classes, ment^resclon- 
put the main burden of the taxation on the laboring ®^^*®- 
class, and the method of collection made any improve- 
ment in the condition of the individual almost im- 
possible. As a recent French historian has said, the 
peasant suffered greater misery from the pressure of the 
royal government than he had in earlier times from the 
anarchy of the feudal system or of the religious civil 
wars. Even the prosperous peasant did not dare to live 
well or to buy comforts or luxuries for fear that his taxes 
would be increased, or that he would be .held responsible 
for the deficit of his poorer neighbor. To the pressure ^ 
of the cfovernment must be added also that of the si»aresthe 

^ responsibility. 

nobility. The loss of their feudal political power had 
not carried with it the loss of their feudal rights over the 
land. These remained in numerous personal services 
due from the peasant, corvies of many kinds, and in 
small payments in money or in kind for the land which 
the peasant tilled even though he might be the actual 
owner of it. These rights were of little real value to the 
lords, but they were extremely vexatious to the culti- 
vator and interfered in many ways with his freedom of 
production. 

In leading to the Revolution this state of things 
acted much as the financial condition of the country The result, a 
did. There was a consciousness that the misery of forTimnle!^"*^ 
the laboring class was greater than it need be ; that 
other countries enjoyed a greater prosperity ; that the 
government was mainly responsible for the suffering 
which prevailed ; and that if a crowd of abuses could be 
done away with full prosperity might be restored and 
France put where it ought to be. But with these ideas 
went also the conviction that the government could 
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never be expected to remove these abuses ; that if the 
changes imperatively demanded were to be made the 
reform must strike first at the government itself. So 
that in this direction again the result of whatever think- 
ing was done upon the subject was the conclusion that 
reforms must be made but that the first obstacle to be 
removed was the government. 

Far more important as one of the active causes of the 

Inequalities. Revolution was the universal prevalence of the most 

glaring and galling inequalities. We may 'almost go so 
far as to say that the old rigime^ as a practical system, 
as a working government machine, was based upon a 
multitude of caste distinctions, exemptions, and privi- 
leges, that it worked by means of them, and that it could 
not destroy them and introduce equality of privilege 
without tearing itself to pieces. It seems peculiar to an 
Anglo-Saxon that the French Revolution put such 
tremendous emphasis on the idea of equality ; that it 
did not center everything in the idea of liberty, as we 

Liberti.igcUiti, should, but added to this, in its famous rallying cry, its 

statement of the fundamental and indispensable rights of 
society, two other terms, which are in reality synonyms, 
equality and fraternity. But if we once realize the great 
number and the open injustice of the inequalities that 
prevailed under the system which the Revolution 
destroyed, it becomes no longer strange. The French- 
man in 1789 had a far keener sense of the necessity for 
equality in a free state than the Englishman or the 
American could have had at any time in his history. 

It is not possible to illustrate in this place these in- 
equalities, as might be done, by examples from every 
department of life ; inequalities in rights, in privileges, 
in duties, in burdens, in opportunities of all sorts, in 
social distinctions not important in themselves but often 
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^s, in the practical operation of "the 
most important of all, in the distribu- 
Let us take as one example the mili- 
|e common practice for a long time had 
bns in the army to nobles, but by no inequalities in 
Iception. Until at least the middle of 
Intury the plebeian petty officer might 
mimission, and to obtain further pro- 
be ennobled for distinguished services, 
practice became more exclusive and 
he practice, so that, after 1781, no 
— ^ ccnnd gain a commission without proving to the 
satisfaction of the king's genealogist four generations of 
noble descent. Even a non-military people would feel 
the injustice of such a distinction, much more so the 
French. 

Of the inequalities of taxation, the poll-tax will serve ^, 

\ T ^U V 1 • ^ * • Of taxation. 

as an example. In theory it was a kind of income 

tax to be paid by all classes, noble and commoner 

alike, in proportion to their incomes. In practice it 

was anything but that. In the He de France, on 

an income of 240 livres, the commoner paid twenty-one 

livres tax and the noble eight. In ten provinces of 

France the privileged classes paid only one eighth as Taine, •• The 

much as the non -privileged. In the practical operation R6girae," p. 364. 

of all the other taxes it was the same, with the general 

result, well known to all the French people, that the 

heaviest burdens were unfairly and often illegally placed 

on those least able to bear them. Socially, imagine the 

effect upon the feelings of those ambitious of such dis- ^^ society. 

tinctions of the regulation adopted by the king in 1760, 

forbidding any woman to be presented at court, or any 

man to enter the royal carriages or to follow the king in 

the chase, who could not prove before the king's geneal- 
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ogist the possession of three noble titles each on his 

father's and on his mother's side, going back to 1400. 

It was, however, the inequalities in taxation, with the 

general belief that 

if all the property of 

the kingdom were 

fairly taxed the 

financial difficulties 

of the government 

would be over, that 

I gave rise to the 

strongest feeling 

that sweeping 

' changes must be 

made. 

Probably the most 
decisive of any sin- 
gle set of causes in 
leading to the Rev- 
olution was the in- 
tellectual, because it 
VoLTAiRB. supplied argument. 

Bora in Paris, February ao, 1694. Died May 30, and guiding theo- 
ries, and intense 
conviction, and, not the least important, sentimental 
motives. The philosophy of the eighteenth century, 
by carrying conviction with it, did more than all else 
to undermine the resistance of the classes who would 
be most naturally opposed to a revolution. Going back 
for its origin to the great scientific age of the seventeenth 
century, which convinced the thinking world of the 
reign of law in the physical universe and introduced, as 
does every age of great scientific advance, a general 
critical spirit, the intellectual movement of the eighteenth 
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century is especially one of destructive criticism. It 
attacked, with a bitterness which surprises us, all sorts 
of cherished beliefs and old abuses wherever it found 
them, in church, or state, or society. Neither the 
church nor the government was able to restrain it and 
they finally abandoned the attempt. 

This spirit of the age was incarnate in Voltaire. It voiiure, 
was the complete- 
ness and the vigor 
of the expression 
which he gave to the 
prevailing spirit, far 
more than any liter- 
ary skill of his, that 
gave him his com- 
manding position in 
the century. Draw- 
ing the spirit from the 
fountain head in Eng- 
land, profoundly im- 
pressed by all that he 
saw there in contrast 
with the state of 
things in France, he 
came back to the 
Continent to wage 
unceasing but undis- 

criminating war upon everything belonging to the old 
. r&gime. Men of all classes read and were convinced. 
But the philosophy of the eighteenth century was 
not destructive alone. Especially after the middle of , 
the century it assumed forms which, though purely 
theoretical, may be called distinctly constructive. Of 
this phase of the movement, Rousseau is the best 



270 



The Growth of the French Nation. 



His theories. 



The example 
of England. 



Montesquieu. 



type. He brought into vogue a fundamental theory 
of the state — the social contract theory — ^which gave 
in the minds of his contemporaries a solid founda- 
tion for the belief that the people should control the 
government, and he attached to it a mass of plausible 
theorizing about natural rights which so profoundly 
impressed the French people that when they once got 
possession of power they thought that if they could 
make the state conform to these theories all evils 
would disappear. He set in motion also a sentimental, 
but very effective, influence, in making men long for a 
** return to nature.*' Voltaire proved the necessity, 
Rousseau furnished the motive force for the Revo- 
lution. 

In another way England acted upon France, in ad- 
dition to her influence through the channel of specu- 
lative philosophy. The French writers who sought a 
temporary refuge in England found there a freedom of 
thought and of speech of which they had not dreamed 
in France. They found also a free government in which 
the king and the court were not absolute, but in which 
a national legislature controlled the state and deter- 
mined who should be the ministers, and under which 
public burdens were borne by all classes alike. When 
they returned to France they proclaimed the discovery 
which they had made. This was especially true of 
Montesquieu. His ** Spirit of the Laws,'* in which he 
described the English constitution, went through twenty- 
two editions in eighteen months. The English consti- 
tution did not excite the admiration of the French to 
such an extent as to induce them to borrow English 
institutions after the Revolution had begun. They did 
this only after some experimenting of their own. But 
it gave them a living example of the results which they 



Causa of the French Revolution. 271 

might hope to reach, if they could first make the gov- 
ernment over. To this may be added the influence of 
our own country after 1776. The French interest in the ^^jrip, 
American Revolution was not merely due to the oppor- 
tunity which it offered to 
take vengeance upon 
England, but also to the 
fact that here were liberty 
and equality, and that we 
seemed to realize their 
ideals of primitive sim- 
plicity and nearness to 
nature, and the success of 
the new republic strength- 
ened the belief in the pos- 
sibility of bringing on in 
France also such a golden 

The result of all these 

mfluences working to- son. January ,e, .689. Died Febniary 

gether was a more or less "■■ '^^s- 

conscious conviction on the part of many in the privi- 
leged classes that their position was indefensible — ^a Thepriviieged 
conviction which became itself an important element of revoiuiianisu. 
the situation when the Revolution opened. That the 
Marquis de La Fayette was led by his sympathy with a 
people struggling for liberty to abandon everything to 
go to their aid, and that the Marquis de Mirabeau 
offered himself as a candidate for the Estates General 
to the electors of the third estate and became a leader 
of the Revolution, are only striking instances of a gen- 
eral tendency. That the privileged orders could have 
prevented the Revolution by a united and determined 
resbtance is not certain. Their fialf-hearted defense of 
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their ground and their more than half sentimental sym- 
pathy with the cause of their enemies made the success 
of the Revolution certain. 
not*duetoSic°" ^^^ French Revolution, like every other profound 
abSesof the^* event in history, was the product of a great complexity 
govcrament. ^f causes. Those which appear to be the determining 

ones are not those which are necessarily connected with 
any form of government, but rather with abuses in the 
old regime which were due to the peculiar historical 
conditions out of which the French absolute monarchy 
grew. 



CHAPTER XVI. 

TEN YEARS OF REVOLUTION. 

The calling of the Estates General together was, as 
has been said, a virtual abdication of the absolute the^Estatef *^ 
monarchy and an abandonment of the theory on which necS^iriiy 
the state had been conducted for nearly two hundred iStum.'^^**" 
years. But it was not necessarily revolutionary. The 
Revolution was brought on by the action of the third 
estate, and the progress of events shows us how Stephens,*^* 
thoroughly prepared they were for this action. The ly^^lisit''; and 
rapidity with which one step succeeds another from the uonary and ° " 
first session of the Estates until the Revolution was fully Er^^'^"**^ 
under way is almost incredible. 

The meeting was opened on the 5th of May. In the 1789. 
elections the third estate had been allowed to elect two 
representatives from each district from which each of 
the other two elected one. This gave them half the 
votes of the combined estates, but it did not decide the 
question of voting in one house or in three. Histori- 
cally the Estates General had always acted in three 
houses, each estate by itself. There was no precedent The question of 
for any other organization. But if each order voted by hSusl^or in"*^ 
itself, it would render the numbers of the third estate of ^^^^' 
no value, and make it hopeless to attempt any thorough 
reforms. 

This question then gave rise to the first crisis. In 
one direction lay reform and revolution, in the other 
a little longer delay of the inevitable reckoning. The 
third estate was well led and it was determined not to 

373 
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revolution. 
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Deputies of the 
clergy join 
them. 



yield. It refused to organize itself as a separate estate 
and called upon the other two to join it in a single 
assembly. This they refused to do, but the third estate 
resolutely declined to do business on the old plan of 
organization. For more than a month this deadlock 
continued, and very naturally the other orders were slow 
to yield. This demand of the third estate in itself alone 
meant revolution. This fact should be clearly under- 
stood. In throwing aside the historical form and seizing 
upon a new and hitherto unknown form in order to 
accomplish a result which they could not otherwise 
bring about, the third estate entered upon the path of 
revolution, and by acceding to their demand the other 
two estates accepted the principle that revolutionary 
means might be employed. This first step was the slow 
and difficult one. All the rest followed easily and 
rapidly. 

On the loth of June, the third estate sent an ultimatum 
to the nobles and clergy, and resolved, if this failed, to 
constitute themselves an assembly and to legislate with- 
out regard to the others. It was refused, and on June 
1 6 the third estate declared themselves the National 
Assembly of France, and voted to abolish all existing 
forms of taxation. This brought matters to a crisis, and 
Louis determined to interfere himself. To prepare the 
hall for this royal session, it was closed against the 
deputies, who then assembled in the Tennis Court at 
Versailles in great excitement and took a solemn oath 
not to separate until they had given France a new con- 
stitution. Two days later they were joined by more 
than half the deputies of the clergy. The elections 
among the clergy had sent to the meeting a very large 
number of parish priests and minor clergy who sympa- 
thized much more with the third estate than with the 
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higher ranks of their own order. These men now 
openly reenforced the revolutionary party. 

The next day, June 23, the royal session was held. The king joins 
Louis declared that **of his own goodness and gen- {h1?d estate!'^ 
erosity * ' he would take no more taxes from the people 
unless voted by their representatives, but he directed the 
deputies to meet and vote as three houses and to con- 
sider only questions of finance, and especially not to 
meddle with the privileges of the orders. But it was 
already too late for the king to try to get back upon the 
theory that he had the right to issue what orders he 
pleased and that every one in the state must obey with- 
out questioning. He had himself -fatally abandoned it 
and the third estate had taken too firm a position upon 
the opposite theory of the supremacy of the people. 
When the king's master of ceremonies called out to the 
Assembly, **You hear, gentlemen, the orders of the ^^|te*accepta 
king," Mirabeau made answer, *'Go tell your master the conflict, 
that we are here by the will of the people and that we 
shall be removed only at the point of the bayonet." 
This was a square issue, not between the third estate 
and the other two highly privileged estates, but between 
the third estate and the king, between the theory of the 
absolute monarchy and that of the sovereignty of the 
people. Which would yield ? 

It was at this point that the personal character of 

. . . . The king's 

Louis became an important link in the chain of events, character a 
He was a good man and he greatly desired to be a good Revolution, 
king — ^a real father to his people. He felt the justice, 
also, of many of the complaints which had been allowed 
to reach him. If left to himself he would naturally have 
been inclined to reforms and to changes, and no very 
obstinate clinging to an absolute king's prerogatives 
would have stood in the way. But there was a strong 



276 The Growth of the French Nation. 

The court party at the court, headed by the queen and by Louis's 

brother, the Comted'Artois, who was bitterly opposed 
to any yielding, and Louis was weak and easily in- 
fluenced. The consequence was the worst possible for 
the monarchy and the most favorable for an extreme 
revolution. Louis resisted at one moment with great 
vigor until he had clearly staked his rights upon the 
result, and then he 
suddenly yielded in 
such a way as to 
sacrifice entirely the 
principle involved, 
and yet to gain 
nothing from his 
compliance, because 
he seemed to yield 
to force after the 
issue had been 
squarely drawn. 

So it was in the 
present case. The 
attitude of the third 
estate was as un- 
compromising after 
Louts XVI. ^ Ij^d received 

King of Fmnce. Bora 1754. Married Marie , , , 

Antoinette 1770. King 1774. Guillotined the Commands Of 

the king as before, 
"Youareto-daywhat you were yesterday," cried Si^yfe, 

and Louis yielded. At his request the majority of the 
rte'roSfs'"^ deputies of the nobles joined the National Assembly and 
Kimn^'Srthe that body was made complete. In doing this both the 
nobles and the king accepted the principle which the 
third estate had insisted upon, that reforms and changes 
should be made without regard to historic precedents or 
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vested rights. Or, in other words, the government and 
all the orders had accepted the principle of revolution. 
If the king had had the strength of purpose to abide by 
the consequences faithfully, the final result would have 
been very different. 

Immediately the National Assembly began the work constitution 
of forming a constitution for France, of transforming a »na^nK begun, 
century-long absolutism — ^a state which had never been 
anything else indeed— into a limited monarchy by a 
paper constitution, and they appointed a committee to 
formulate the fundamental principles to be followed in 
the new government. But within a few days Louis was 
persuaded that he had made a great mistake in not com- lo^.^ cju^j-g, 
pelling the third estate to yield by force if necessary, *«**"* 
and he began to concentrate regiments of troops in the 
neighborhood of Paris. Military force tlie Assembly 
could not hope to resist, but their spirit was unchanged. 
On July 9, under the lead of Mirabeau, they adopted an 
address to the king asking that the troops be removed 
and professing their loyalty to his person. I^ouis must 
go farther before he yielded. He suggested to the 
Assembly that Soissons would be a good place for their 
meeting if they were afraid of the troops, and dismissed 
Necker from his ministry and ordered him to leave Sfwed!^**" 
France. 

This act brought upon the scene a new force which Thebeeinnine 
was to be one of the strongest forces of the early Revo- fence? ^***" 
lution — the Parisian mob. Necker* s rather undeserved 
popularity has already been referred to, and now his dis- 
missal seemed to announce the king's complete adoption 
of a reactionary policy. The mob which broke into fury 
and raged through the streets and gardens of Paris on 
the receipt of the news did at first no particular damage. 
On the next day, July 13, the electors who had been 
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chosen to select the deputies of Paris to the Estates Gen- 
eral, constituted themselves a permanent municipal or- 
ganization for Paris in place of the old government. 
Such a government of course had no legal existence. It 
was revolutionary. But it was quickly recognized by all 
the citizens as the 
only government of 
Paris. Its first task 
was to organize a 
dvic militia for the 
protection of prop- 
erty in the city — the 
beginning of the 
National Guards. 
On the same day 
the king's troops 
were withdrawn 
from Paris and on 
the 14th the mob 
stormed the Bastile, 
which stood in a 
way as a symbol of 
the old regime, and 
murdered the officer 
in command to- 

MAR.B ANTO.NKTTB. j^ ; (^ ^ 

Queen of France. Bom I7«. DauEhler of the " , , 

emptess Maria Louisa. MarriedT-ouis, dau- prOVOSt Ot the mCF- 
phfn of France, 1770. Guillotined 1793- , , 

chants who repre- 
sented the old government of Paris, and some others. 
"A revolt," exclaimed Louis, when they told -him of 
these events. "No, sire," said the duke of Liancourt, 
" it is a revolution," and a revolution Louis was not yet 
ready for. He was brought again to the point of yield- 
ing. In person and without his guards he went to the 
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Assembly, and promised to send away the troops and to 
recall Necker. He was received with great enthusiasm 
and escorted back to the palace by the whole Assembly. 
On the next day he entered Paris in the same way, es- 
corted by wildly applauding: crowds. He recognized And makes 

J J rr ^ o ^ concessions. 

the new government of the city, sanctioned the organiza- 
tion of the National Guards, of which La Fayette was ap- 
pointed commander, and assumed the tricolor cockade. 
His second attempt at stemming the tide had lasted just 
long enough to make it gather greater force and sweep 
him further out to sea. The_ Comte d*Artois and the Theemigra- 
irreconcilable nobles recognized the fact and fled from *°" *^"** 
France at once. 

In the mean time the Revolution had spread through- Reyoimio„ 
out France. Other cities had followed the example of spreads. 
Paris and had organized new municipal governments en- 
tirely under citizen control, and the peasants, believing 
that the time of complete emancipation had come, were 
refusing to meet their feudal obligations any longer and 
in many places had risen in arms and sacked the castles 
and ch^teaus, mainly for the purpose of destroying the 
written records of their dues. The National Assembly 
had no choice but to accept these results, even if it had 

, Feudalism 

wished to do otherwise. On the night of the 4th of destroyed. 
August occurred the famous and theatrical session of the 
Assembly in which the deputies of the nobles and clergy 
one after another, amid the greatest excitement, re- 
nounced for themselves their feudal rights and peculiar 
privileges, and the reign of equality was legally inaugu- 
rated. 

From the 5th of May to the 5th of August was three 
months, and in these three months France had been three months, 
revolutionized. The third estate had planted itself firmly 
on its right, as representing the people, to destroy the 
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old institutions of the state and to introduce new ones, 
and it had forced the king and the two privileged orders 
to recognize this right. The cities of France had 
actually overturned their old governments and had set 
up new ones which were in full operation. A citizen 
army had been organized. All the odious caste distinc- 
tions of the old rigime had been swept out of existence, 
and the laws of unequal taxation, and now the Assembly 
was hard at work upon the construction of an entirely 
new constitution for the state. The progress of events 
for the future was not so rapid as in these introductory 
days, but it continued in the same spirit. 

The work of forming the new constitution was a slow 
constitution one. The proper definition of certain abstract terms 

mnlrtrKr 

seemed to the French of that age a thing of vital im- 
portance,* and the discussion of. some points of detail, 
many of them of no great practical moment, occupied 
many months. Early in October it began to be feared 
that the king was yielding again to the influences at the 
court which were hostile to reform, and a great mob 
from Paris invaded the gardens and palace at Versailles. 
The king was saved from the mob by the National 
Guard, but he was obliged to follow the advice of La 
Fayette and take up his residence, with his family, in 
The king Paris. Here the party of revolution could keep him 

in^^Paris? *^"* ^ Under watch almost as if he were a hostage for the con- 
duct of the opposite party. On the 14th of July, 1790, 



♦ The feeline of the French in regard to the importance of theory and the 
carelessness of their statements may be seen from the following introductory 
sentence of the Constitution of 1793. The translation is that published by 
Lieber in his "Civil Liberty," Appendix XL: "The French people, con- 
vinced that oblivion and contempt ot the natural rights of man are the only 
causes of calamities in the world, has resolved to explain these sacred and in- 
alienable rights in a solemn declaration, that all citizens, by comparing 
always the acts of the government with the whole social union, may never 
suffer themselves to be oppressed and dishonored by tyranny ; that the people 
may always have before its eyes the fundamental pillars of its liberty and wd- 
fare, and the authorities the standard of their duties, and the legislator the ob- 
ject of his problem." 
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the anniversary of the taking of the Bastile was cele- 
brated in Paris with great popular rejoicing and by the 
so-called federation of all the national guards of France. 
The king was obliged to take part in the festivities and 
to swear publicly that he would faithfully observe the 
new constitution. In June, 1701, the kine: and his fam- „ ,, 

•^ ' '^ * p , He attempts 

ily attempted secretly to escape from Paris and to join a^k^^- 
the exiles and enemies of the Revolution abroad, but the 
attempt was a failure and they were brought back to 
Paris still more nearly prisoners than before. This act 
of the king's had a double influence upon future events. 
It convinced the extreme revolutionist party that Louis 
was not to be trusted, and it tended to strengthen their 
hands by exciting a similar feeling among those who had 
been more moderate in their demands, and outside 
France it revealed to the monarchs and statesmen of 
other countries more clearly than before the true condi- . 
tion of things in France. 

The new constitution was finished in September, 1791, The Assembly 
and accepted by the king, and on the 30th the Assem- ^^^ *'* 
bly, now called the Constituent Assembly, was dissolved. 
Two changes made by this Assembly, besides those 
already mentioned, had a most decisive influence upon 
the future of France. 

By one of these changes the old provinces of France 
were done away with, and the territory of thp nation was see map at end 
divided into eighty-three new departments without any ** ** ^^^' 
reference to the old boundary lines. With the provinces 
went also the old provincial names, the new ones being The provinces 
taken from geographical features of the locality ; the old * *® 
local liberties and special privileges, the most important 
of which had been surrendered on the night of the 4th of 
August ; the custom-houses along the interior provincial 
lines ; and everything which remained to remind one of 
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the way in which France had been constructed territo- 
rially, by a series of annexations to the royal domain, 
each coming in upon terms of its own. Nothing better 
could have been devised for cutting off the nation from 
its past, for wiping out all traces of local or feudal 
patriotism or jealousy, and for making all equally citi- 
zens of the one nation. Frenchmen henceforth, and not 
Gascons or Normans. This subdivision of France has 
remained to the present time with only minor changes. 
With it went a transformation of the machinery of local 
government, making all the responsible officers elective. 

The other change concerned the national finances and 
involved the reconstruction of the national church. 
Necker had done nothing more after than before the 
meeting of the Estates General to justify his popularity 
as a finance minister. His loans could not be floated, 
and the brilliant idea of a patriotic contribution by the 
people of one fourth of their incomes, adopted by the 
Assembly, proved of no real assistance. Finally a plan 
was hit upon, theoretically very promising and easily 
adopted, and which certainly had the merit of postpon- 
ing a real solution of the difficulty to some future date. 
In the debates on the renunciations on the night of the 
4th of August, some representatives of the clergy, to 
avoid so sweeping a renunciation, had incautiously 
planted themselves on the principle that the endowment 
lands of the church had been given them in trust by the 
nation and that they could be deprived of them only by 
an act of the nation itself. 

The Assembly was not slow to act upon this admis- 
sion when the occasion arose. In November, 1789, it 
was decreed that the lands of the church were at the 
disposition of the nation. In December it was voted 
to issue paper money to the value of 400,000,000 
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francs, secured upon these lands and to be received 
by the state in payment for them, the government 
being authorized to sell them at auction to the value 
of the paper money issued. This was the origin of 
the famous French currency, based upon the value of 
the national land, the assignats. It shared the usual ^\,z assignais. 
fate of theoretical currencies. The temptation to keep 
on manubcturing money so easily produced was too 
great to resist 
in the contin- 
ued financial 
straits of the 
state. Finally, 
in 1794, it was 
declared that 
the government 
was turning out 
100,000,000 per 
day and not 
keeping up with 
the necessary 
expenses at F*cs™,ub o- *« Ass.on*t. Reduced. 

that. The depreciation became so great that 4.00 francs 
had only the purchasing power of one franc. The most 
radical measures were finally necessary to relieve the 
financial burden, and in 1799 two thirds of the national 
debt was repudiated. The remaining one third formed 
the basis of the present national debt of France. 

The confiscation of the endowments of the church The civtt con- 
made necessary a new provision for the clergy. In ^JJ!^™"'"'* 
July, 1790, the decrees were adopted reorganizing the 
church and forming what was called the civil constitu- 
tion of the clergy. The old bishoprics were all abolished 
and new ones made to correspond with the civil de- 
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partments. Bishops and priests were to be elected 
be state officers. Q^cers, to hold their offices legstlly without the consent 

of the pope, and to be paid their salaries by the state. 
In a word, the church was made a part of the govern- 
ment machine and the clergy put on the footing of the 
other public officers. King, pope, and clergy resisted 
this arrangement so far as they could, but without avail 
to change it. Later in the year the * * ecclesiastical pub- 
lic functionaries*' were required to take an oath to 
maintain the constitution and especially the civil consti- 
tution of the clergy. Very many of the old clergy re- 
fused to take this oath and were supported in their refusal 
The church and by the Sympathies of a large part of the people. One of 
divided. the elements of weakness in all the governments which 

came before Napoleon was this divided condition of the 
church, the public church supported by a fraction of the 
nation, and the private or secret church thought to be 
persecuted and strong in its influence over the larger 
portion of the population. This arrangement continued 
with some modification and fluctuation until 1801, when 
Napoleon made his concordat with the pope. By this 
the Catholic Church was restored more nearly to the 
position in which it stood before the Revolution, but 
without its endowments, with only small salaries from 
the state, and not as a recognized established church. 

The privileged classes, the absolute monarchy, and 
the old local governments, the historic geography of 
France, and the historic national church, all had been 
entirely reconstructed within a year. Not much was 
left of the old France. The nation was cutting itself 
loose from its history, and starting upon a new and un- 
tried road, guided largely by theory and by passion. 
It is not strange that so clear a mind as Mirabeau's saw 
that the movement which he had done so much to in- 
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augurate was full of danger for the future, nor that the 
number of the voluntary exiles, the imigrh, was con- j 
stantly growing, nor that other countries were watching 
the progress of events in alarm and seriously considering 
the necessity of interfering to undo the work of the Rev- 
olution as a matter of self-defense. This influence from 
■without, the danger which threatened from the combina- i 
tion of the imigrh and 
the hostile foreign pow- 
ers, was probably the 
strongest single influ- 
ence in determining 
the course of events 
during the next five 
years. 

The Constituent As- 
sembly was dissolved 
on September 30, and 
the new Legislative As- 
sembly, under the con- 
stitution, met on the 
1st of October, 1791. 
The electors had been forbidden to choose for members 
of the new body any who had served in the old, so that 
it was composed of men without legislative experience, 
and it showed itself easily influenced by eloquence and 
passion. At first it was under the lead of Girondists, 
constitutionaHsts or moderate Republicans, but the party 
of the extreme Radicals, the Jacobins, was growing in 
strength. The enemies of the Revolution abroad, by 
their ill-advised words and acts, did as much for the 
cause of the extreme democrats tn Paris as these did 
themselves. 

Early in 1792 the German emperor definitely refused 
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to interfere with the plans of the imigris who were 
collecting troops in the Rhine Valley, and on the 20th 
of April France declared war against Austria. This in- 
volved also a war with Prussia, which was in close 
alliance with Austria, with this special contingency in 
view. It was the opening of the wars of the Revolu- 
tion, which go on from this time with scarcely a break 
till the battle of Waterloo and the final fall of Napoleon. 

The war opened disastrously. The old and experi- 
enced officers were among the imigris. The soldiers 
were raw levies of a spirit not submitting readily to dis- 
cipline. Everywhere the enemy advanced, and the 
French armies fled in wild panic and murdered their 
officers as if they were responsible. Paris was filled 
with alarm, and began to believe, not without some 
evidence, that the king was secretly trying to aid the 
threatened invasion. Just at this moment, Louis vetoed 
an act of the Assembly for the collection of a military 
force at Paris, and turned the Girondist ministry out of 
office. This was enough for the mob, who stormed the 
Tuileries where the king was residing and forced upon 
his head the red cap of the extreme revolutionists. 

At this time, the mob contented itself with this result, 
but the Austrians and Prussians on the news resolved to 
strike at once. The duke of Brunswick, in command of 
the main invading army, issued a manifesto threatening 
the people of Paris and France in the most exasperating 
terms. The excitement and national enthusiasm aroused 
were extreme, and the radical dertiocrats rapidly availed 
themselves of it to carry the Revolution further. The 
government of Paris was made over in their interest, 
and another mob, more violent and determined, assailed 
the Tuileries. This was the insurrection of the loth of 
August, 1792. Louis and his family fled to the As- 
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sembly and were given a refuge in the gallery, while the 
king's guards bravely and vainly defended the palace 
with their lives. It was the end of the monarchy. 
Under the dictation of the victorious mob, the Assembly 
voted the suspension of the king from all his powers and 
the election of a convention, since under the constitution "^^^ ^^u*^ j^ j 

' ^ ^ suspended and 

the Assembly itself had no power to make constitutional imprisoned, 
changes. The king was removed from the Assembly to 
prison in the Temple. 

The men who now took possession of power acted 
with the greatest energy. Defense was everywhere Anewstaeeof 
organized. Paris was garrisoned. New levies were ^^^ Revolution, 
made. The enthusiasm of the people was aroused. 
That the Revolution had passed into a new stage, where 
it could no longer be supported by many of its earlier 
friends, can easily be seen from the fact that La Fayette 
now threw up his command and abandoned France. 
But in spite of the new enthusiasm the enemy continued 
to advance. It seemed as if nothing could save Paris, 
and in rage and fear the mob burst open the prisons and 

The msissacres 

murdered hundreds of the prisoners who had been of September 

arrested after the suspension of the king. Before the 1792. 

month closed the advance of the Prussians was checked 

at the battle of Valmy. It was not a decisive victory, 

but the Prussians were jealous of the Austrians and fell 

back toward the frontier. The democratic revolution 

was saved for the moment. 

On the same day with the battle of Valmy, the 
National Convention, elected to decide the question of tion. 
monarchy or republic, began its work. On the second 
day it unanimously declared France a republic. But 
here its unanimity ceased. Three parties at once de- Three parties 
clared themselves. On the right were the Girondists, 
the party of moderation. On the left were the Jacobins, 
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the extreme Radicals, called **the Mountain*' from the 
high benches which they occupied. In the center sat 
the undecided or vacillating, or those who were waiting- 
to see which way the tide would run, called * * the Plain, ' ' 
or more contemptuously, * * the Marsh. * ' At the begin- 
ning the Girondists had control of the Convention. 

Now the tide of war seemed to feivor the new republic. 
On all the frontiers the invaders were driven back, and 
foreign soil was occupied. Especially was this true on 
the northeast. The middle Rhine fell into the hands of 
the French and all Belgium was conquered. The plans 
of Louis XIV. seemed about to be realized. But it is 
harder for a government which is based on popular en- 
thusiasm to deal with success than with ^ilure, and the 
republic went too far. The Convention declared the 
river -Scheldt open to free navigation, contrary to all 
treaties, thus announcing in effect that they considered 
the law of nature, of which they alone were the inter- 
preters, to be superior to all international law and the 
obligation of treaties. They adopted the famous decla- 
ration of the 19th of November, declaring in effect their 
mission to revolutionize all governments in the interest 
of their particular sort of liberty. They declared Savoy 
and Belgium annexed to France, and so gave warning 
that their missionary enterprise in favor of liberty might 
result in the loss of the independence of their involuntary 
converts. It is not strange that the states of Europe 
which had so fat stood aloof began to prepare for war. 
The last argument which was needed to convince them 
was speedily furnished by the execution of the king. 

The death of Louis was not a part of the Girondist 
program. It was the demand of the Mountain in order 
Danton *^' ^^^ ^° break completely with the royalists and perhaps to 

embarrass their opponents in the Convention. The 
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growing strength of the extreme party is to be seen in 
the fact that while vigorous leadership would undoubt- 
edly have commanded a majority of the Convention 
against the execution, the Girondists did not venture to ^"cm^^^' 
furnish such leadership. The king was sentenced to ■{y""**'^^'' 
death by a majority of 49 in a vote of 725. 

War with almost all Europe followed. England, Hol- 
land, Spain, and the German Empire joined the allies. JJ^Jn Fr^ce°^^ 
Even many of the minor states declared war, like Portu- 
gal, Naples, and Tuscany. This first great coalition 
against revolutionary France was not brought together 
by the purpose of restoring the old government in that 
country, but was moved chiefly by the belief that the 
party now directing the progress of the Revolution was 
the enemy of all existing institutions and that unless it 
could be held by force within bounds every state of 
Europe would soon suffer the same evils to which France 
was 'subject. It was the evidence which the Convention 
had given that they would be bound by no obligation of 
law or of justice that had united Europe against them. 

In the first campaign of the war, the allies in a few 
weeks drove the French completely out of Belgium, and 
the commander of the French army, Dumouriez, went 
over to the enemy. The effect of these disasters upon 
the Convention, which had expected rapid successes, defea^ed?^^ 
was to bring it to a conclusion which was destined to 
great results. It was the conviction to which Mirabeau 
had come early in the history of the Revolution, but 
which had not yet been adopted by any party. It was 
the conclusion that government by unwieldy legislative 
bodies, which had really been the government of France 
since the king had been forced to give up any influence 
upon events, could not be made successful, and that the 
power must be concentrated in fewer hands, under, it was 
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intended, a close responsibility to the Convention. It 
was the first turning from government by tumultuous as- 
semblies toward the one-man despotism of Napoleon — 
the first step in the way which was to lead through the 
Reign of Terror to the Directory, the Consulate, and the 
Empire. 

When the Convention learned of the disasters in Bel- 
gium, it elected the first Committee of Public Safety, 
consisting of nine members, vested with supreme power. 
The second committee, which governed France for a 
year, was appointed about three months later. A few 
days before the election of the first committee, the Revo- 
lutionary Tribunal of Paris had been set up for the ex- 
traordinary trial and punishment of all persons suspected 
of being hostile to the new course of events. The ma- 
chinery was thus prepared for the Reign of Terror. 

One of the measures ordered by the Convention to 
meet the military crisis was a general conscription to fur- 
nish an army of 300,000 men. The attempt to enforce 
this conscription led to the famous insurrection of La 
Vendue in western France — an insurrection at first of 
peasants to avoid the draft, but soon led by nobles and 
non-juring priests against the new rigime and aided by 
the English, it embarrassed the Convention and occu- 
pied forces needed elsewhere for many months. 

In the mean time the troubles crowding upon France 
from all directions had naturally embittered party feeling 
and finally led to a desperate struggle for supremacy, 
which was decided not by the Convention itself f)ut by 
the intervention of the Paris Commune. Surrounded by 
troops, the Convention had no choice but to expel the 
leaders of the Girondists, and those of them who did not 
escape were put on trial by the Revolutionary Tribunal. 
JFor the first time the entire control of affairs w^s in the 
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hands of the extreme party. If at the outset they 
showed some moderation and issued the Constitution of 
1793. which was never put into operation, they drifted 
rapidly into the Reign of Terror under the influence of ^^J,*'^ °^ 
the movements which were made during the summer in 
various parts of France in favor of the Girondists. From 
September, 1793,10 
July, 1794, the Con- 
vention was almost 
a cipher, and the 
Committee of Pub- 
lic Safety and the 
Revolutionary Tri- 
bunal ruled without ■. 
a check. The story 
of the Terror is well 
known. It struck 
impartially in all di- 
rections. Leaders 
of the early Revo- 
lution like Bailly, 
the first mayor of 
Paris, demagogues 

like the duke of kobespierhe. 

Orleans, Philip ^S'^^S%'epTf™Xril\'.'^™^^^ 
Egalite, Marie An- ^'??„S'^i,,S''^fpfeX"da?Li.E''R^fii'o*f 
toinette, and Ma- '^"""- Gu.Uo.m«i .754. 

dame Roland, finally even its own leaders the Terror de- Destroyed its 
stroyed and sent to the guillotine, on the one hand, the "*" 
H6bertists, the extreme of the extremists of the Paris 
Commune, and on the other the Dantonists, who were 
beginning to ask if the Terror had not now served its 
purpose. For a moment Robespierre seemed to be 
supreme and could celebrate with ^lat his festival of the 
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supreme being. But in a few days he too was gnilio- 
tined and the Commune of Paris was destroyed. 

While these events were taking place within France 
the military situation on the frontiers had been every- 
where transformed. New armies had been created. 
Discipline had been carefully restored. Both officers 
and men had acquired experience. Great pains were 
taken with arms and supplies. The results were 
apparent in the campaign at the end of 1793, and those 
of 1794. The armies were successful in all directions. 
Belgium was reconquered ; the middle Rhine recovered ; 
Toulon was retaken from the English — it was here that 
Bonaparte first distinguished himself — ^and Italy and 
Spain were invaded. The disasters which had led to 
the Reign of Terror had been succeeded by the most 
encouraging victories. The need for such severity, if it 
had ever existed, was now past. The Convention 
gradually recovered control. New men were introduced 
into the Committee of Public Safety and the executions 
were stopped. The Reign of Terror really came to an 
end without any change of the party in power or of the 
Reign of Terror. fQ^mg Qf government or of the laws. Later some of its 
leaders were punished and some laws which had sup- 
ported it repealed. 

The armies continued to win new successes. Early in 
1795, Holland was in the hands of the French, and was 
made over into the Batavian Republic by the aid of 
Dutch sympathizers with the Revolution, and the new 
state joined in close alliance with France. In every 
other direction the French armies advanced further into 
the enemies* territories. As the party in power felt 
itself more secure on account of these continued suc- 
cesses, it became still more liberal, and in March the 
expelled Girondists were called back to the Convention. 
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With these changes the control of the Convention 
shiited and passed finally into the hands of the men who 
had lonned the party of the Moderates during the Reign 
of Terror, and the remains of the Mountain found them- ' 
selves excluded from power. The eflort of their sym- 
pathizers in Paris to revive the time when the Conven- 
tion was controlled by howling mobs was a complete 
failure and resulted only in the death or exile of other 
leaders of the old extreme party. The changed situa- 
tion in the Convention soon became evident to Europe 
at large and it be- 
gan to be under- 
stood that the 
present rulers of 
the republic en- 
tertained no 
plans of foreign 
missionary enter- 
prise in the inter- 
est of "liberty." 
This opened 
the way for some 
of the states — 
which had had 
enough of war for 
the present — to 
make peace with 

France. Prussia j 

was influenced 
also by her dis- 
like of Austria, 
and the favorite, Godoy, who was all-powerful in Spain, 
had reasons of his own for wishing peace. On the 5th 
of April a treaty was made with Prussia on terms very 
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advantageous to the republic, and in July one with 
Spain. Others were made at about the same time \» ith 
some of the smaller states, but England and Austria 
remained irreconcilable enemies, though the English 
ministry under Pitt would have been glad to conclude 
peace if public opinion would have sanctioned it. The 
war, indeed, had been one of most brilliant suc- 
cesses for the English. The reverses on the Continent 
had not touched them. They had paid heavy subsidies 
to their allies, but they had more than repaid themselves 
at the expense of their enemies. The French fleets had 
been destroyed, the French West India colonies seized, 
and, when the Batavian Republic allied itself with 
France, the great Dutch colonies shared the same fate, 
the Cape of Good Hope, Ceylon, and the rich Spice 
Islands. The English colonial conquests in this war 
would make an empire in themselves. 

Two days before the treaty with Prussia was signed, 
the Convention took the first step toward honestly 
carrying out the purpose for which it had been elected, 
in appointing a committee to begin the work of drafting 
a new constitution for the republic, or perhaps more 
accurately of giving it a constitution, for the Constitu- 
tion of 1793 had never been in operation and the 
republic, since its establishment, had had no constitution 
of its own. This constitution was much more rapidly 
drawn up than the first one after the Revolution, that of 
1 79 1. The leaders had now experience of some value 
to draw upon, and they drew upon it to some purpose. 
The modifications which they made of early revolu- 
tionary ideas lie in the direction of institutions which 
they might have borrowed from England or the United 
States at the beginning, if they had not been determined 
to cut out an entirely new way for themselves. 
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The constitution of the year III., as it is called, makes 
two decided modifications in the system of government 
which had prevailed since the king was deprived of 
power. One is a legislature of two houses, the other is ^ legislature of 
a strong executive. Theoretically a legislature of one two houses. 
house might be considered better suited to a democratic 
state than one of two, as Benjamin Franklin regarded it 
in America. J3ut experience had shown the French 
that they at least had need of the saucer, as Washington 
expressed it, in which to cool the hotter passions of the 
lower house, and if an upper house would do this they 
were ready to adopt it. The constitution expressed this 
idea by putting the minimum of age for membership in 
the upper house, or * * Council of Ancients, ' * at forty 
years. The lower house was to have 500 members, the 
upper 250. 

The executive established by this constitution was the ^j^^ Directory 
Directory, a board or council of five members elected 
by the two houses of the legislature, but not from their 
own number. Each director was to hold office for five 
years, but one, who could not be the outgoing director, 
was to be elected each year. The constitution made 
perhaps too complete a separation between their func- 
tions and those of the legislature. They were to have 
entire control of all executive and administrative matters, 
only the most important acts required any sanction from 
the legislature, and it could not impeach or depose the 
directors. On the other hand, they had no veto power 
and could exercise no legal influence upon legislation. 
A more serious defect was the division of power in the 
Directory itself between so many members. It was an 
improvement upon the exercise of the executive function 
by the legislature, but it was only an intermediate step 
on the way to a still stronger executive. 



296 The Grffwth of the French Nation. 

The Convention had now accomplished its work, and 
Theconveaiinn the last part ot it had been well done, but it had not 
made itself popular ; in Paris it was especially hated and 
in other parts of France there were signs of dislike. 
With the reaction against the Reign of Terror and the 
growing cau- 
tion, not to say- 
conservatism, of 
France, the roy- 
albts had begun 
to dream of the 
possibility of a 
restoration of 
the monarchy. 
They especially 
hoped to win 
important suc- 
cesses in the 
elections which 
must soon be 
held for the 
legislature un- 
der the new 
constitution. 
The Convention 
was not blind to 
its unpopular- 
ity, and began 

COSTUME OK THE TiMB^OP^THH^RkVOLUTIOM, IN (q {^^ that itS 

leaders might 

suffer proscription from the new legislature unless they 

were protected in some way. To accomplish this, the 

iiaiKmiiisto Convention ordered that two thirds of the new body 

«»=■■- must be chosen from the old, thus giving them the con- 
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trol. The anger of the enemies of the Convention at 
this defeat of their hopes burst forth in an insurrection 
of the National Guard and mob of Paris and an armed 
attempt to force the Convention to withdraw their order 
— the insurrection of the 5th of October, 1795. This 
was the second step in the advancement of Bonaparte. 
Summoned to conduct the defense of the Convention, 
he swept the streets with his cannon, and simply mowed Bonaparte dis- 

*■ , , , , . perses the mob. 

down the assailants without giving them an opportunity 
to fight. It was a clear indication of the merciless de- 
termination which would sweep away every obstacle to 
success at any expense. 

Before the close of the month the Convention finally 
adjourned. In the three years of its life it had ac- 
complished a really great and permanent work for 
France, of which the establishment of the republic was 
not the most important. It had devoted much time to 
the system of public education in France, and though it cSiventioif for 
was not able to complete the work of organization, it ^ "<^*^*°"- 
took the first steps and established important permanent 
institutions. It founded the iicole normale, the Ecole 
poly technique y the Conservatoire des arts et mttierSy and 
the Institute of France, and the national library based 
on the library of the king. In another direction it 
carried further the work of destroying the old feudal 
differences between the various parts of the country, by 
beginning the formation of a national law code for all ^ national 
France — the work which was completed in the Code law code. 
Napoleon — and in the adoption of a uniform system of 
weights and measures — the metric system. 

The new government organized itself immediately on 
the dissolution of the Convention at the end of October, ^^^ govern- 
1795. The directors would have been glad to bring the gfrecSJiy!^ 
foreign war entirely to. an end, but England and Austria 
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— unfortunately for Austria — were still unwilling to grant 
satisfactory terms. The ablest of the directors was Car- 
not, the grandfather of the late president of the present 
French Republic, a man of decided military tastes, and 
to him was given entire control of the war policy of the 
new government, with the 
understanding that the ene- 
mies of France should be 
vigorously attacked. The 
successes which followed 
secured for Camot the title of 
" the Organizer of Victory," 
by which he is often referred 
to. 

The main subject of interest 

in the war during 1796 is the 

great campaign of Bonaparte 

in Italy. Its details we can- 

LAZARE CARNOT. ^^t follow herc. The pUn for 

Born 1753. Died 1823. , V , - , 

the year was to make the chief 
attack upon the Austrians in Italy, while two armies 
advanced from the Rhine to threaten Vienna and occupy 
the forces of the small German states and a part of the 
Austrian armies. Bonaparte had less than forty thou- 
sand men with which to do his part of the work, but the 
spirit which he infused into men and officers, even into 
the general officers, who had received his appointment 
with jealousy, was worth another forty thousand. The 
little kingdom of Sardinia was a bitter enemy of the re- 
public, because of the territory which it had lost, and its 
army was acting with the Austrians, 

From the beginning, Bonaparte acted upon two of 
the leading principles of his military method, to move 
rapidly and to attack the enemy in detail before they 



Ten Years of Revolution. 299 

could effect a union of their forces. He pushed his 
army between the Austrian and Sardinian forces, and, 
before the Austrian general was aware of his plan, he 
had defeated the Sardinians in five battles in ten days, 
and forced the king to sign an armistice. Bonaparte 
sent Marat to Paris with the news and twenty-one cap- 
tured standards. But he did not pause. In another 
week he had turned the position of the Austrians on the 
Po and was behind them. Two days later he stormed 
the bridge at Lodi and forced the passage of the Adda. 
The Austrians fell back to the Alps, and Bonaparte en- 
tered Milan, the capital of their Italian possessions. For Italy plundered, 
the moment, nothing in Italy could resist the French, 
and Bonaparte exacted heavy contributions from the 
little states and plundered their art galleries and libraries. 
The pope, who was* by no means friendly to the republic, 
underwent the same fate and was mulcted 20,000,000 
francs and hundreds of pictures and manuscripts. 

But Austria was not to be driven from Italy by a six 
weeks* campaign. A new army nearly twice the size of Sies"^^"^** 
the French, with one of her best generals, Wurmser, in 
command, was sent to recover possession. Bonaparte 
was besieging Mantua, the strongest fortress of Italy, 
when the Austrians came down in two divisions. By 
massing his troops first against one and then against the 
other division, he defeated them both, the second in the 
great battle of Castiglione. Once more Wurmser came 
on with a new army and was again beaten and finally 
shut up and besieged in Mantua. 

Then the Austrian government seemed to become 
conscious of the meaning of these successive defeats and feJJ|5! ^^' 
of the destruction of its armies. The emperor, Francis 
11.^ invoked the national patriotism, and nobles and 
people responded. Another army, twice the size of 
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Bonaparte's, who had received no reenforcements, 
entered Italy. Bonaparte had to proceed with caution, 
but at last he turned the Austrian flank and won the 
great victory of Areola. Again reenforcements Raised 
the Austrian army to its original numbers, but it ad- 
vanced in two divisions, and Bonaparte, phinting him- 
self at the point where they must come together, de- 
feated them in succession. The next day but one, 
with a part of the same army, after a long, forced 
march, he routed a force which was attempting the relief 
of Mantua. These battles were in the middle of Jan- 
uary, 1797, and on the 2d of February Mantua surren- 
dered. It seemed evident now that the power of Aus- 
itaiymadere- trfa in Italy was broken and the territories occupied 

publican and an • j • ^ i i> • n- • i i x- « 

ally of France, were Organized into republics in alliance with the French 

Republic. The pope was subjected to a new contribu- 
tion and forced into a treaty with the French, and Bona- 
parte began to prepare for an advance upon Vienna 
from the south. 

The French army began the attack about the middle 
of March, 1797. By the middle of April it had de- 
feated the Austrians twice in their own territory and ad- 
vanced to within less than a hundred miles of Vienna. 
By the 1 7th of April the emperor, who had also been 
severely beaten by the French on the Rhine, was willing 

for^peace?*^'^ to treat for peace. The preliminary convention of 

Leoben was signed on that day. Negotiations for the 
definitive peace dragged on through the summer, and 
Bonaparte occupied the interval in the further organiza- 
tion of Italy. Genoa was made over into the Ligurian 
Republic. The constitution of the Cisalpine Republic 
was completed. Venice was seized and forced to cede 
the Ionian Islands to France — a first indication of Bona- 
parte's naval plans. On the 17th of October the treaty 
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of Campo-Formio was signed. It was the most glorious ^^^^ ^^^^^ ^^ 
peace that had ever yet been made by France, and Campo-Formio. 
seemed a realization of the hopes of French statesmen, 
cherished through four centuries. By this treaty Austria 
recognized the frontier of the Rhine for France, already 
recognized two years before by Prussia. This carried 
with it the cession of Belgium to the republic. The 
disposition which had been made of Italy was also ac- 
cepted by Austria, and in return Venice was ceded to ., . . 

^ ^ ' Venice becomes 

her, the end of the fourteen centuries of independence Austrian, 
.of that republic and the beginning of the Austrian dom- 
ination in which the present century has been so inter- 
ested. 

Early in December Bonaparte returned to Paris. He 
found that some changes had taken place in his absence, 
indeed, he had himself assisted in them. In May elec- 
tions had been held to renew one third of 'both houses of . 

. , . A reaction in 

the legislature, as provided for in the constitution, ^'/ance in favor 

. , • . of the monarchy 

These elections had gone against the members of the old 

Convention and resulted in the return of a considerable 

number of members who were in favor of a restoration of 

a monarchy of some sort. This party found itself strong 

enough to elect the new director, and the directors who 

held over began to be seriously alarmed at the possible 

results of the reaction. By the end of the summer three 

of them had resolved upon a caiip d'itat by military 

force to save the republic and themselves. Bonaparte 

was entirely opposed to the reaction and approved of the 

use of the army to prevent its success. On the 4th of prevented by 

September more than fifty of the members of the legisla- ^^^^' 

ture of the new party were suddenly arrested and shipped 

to the penal colonies without trial. Their director and 

Carnot, who was opposed to the use of force, were 

allowed to escape. The people at large approved of 
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'Enibrad. 



this revolution, and the republic seemed to be once more 
firmly established. 

Bonaparte was now the greatest of the French gen- 
erals, without any rival, and the directors were ready to 
give him charge of the most difficult task which they 
had yet undertaken, the conquest of England. He saw 
at once that their plan of a direct invasion of England 
could only result in failure while her mastery of the sea 



was still so undisputed, for the hopes of the directors of 
restoring the naval strength of France by an alliance with 
Spain or by the use of the Dutch fleet had both been 
defeated. But Bonaparte also saw that a most dangerous 
attack could be made upon England in another quarter, 
and he obtained leave to carry out the first of his great 
schemes against the century-long rival of France for 
colonial supremacy — schemes which, in one form or an- 
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other, were never long absent from his mind, as if he saw 
clearly, more clearly than any Frenchman before him 
had ever done, the true road to permanent future 
success. 

On the 9th of May, 1798, he set sail for Egypt with 
an army of his old Italian soldiers. On the way he took Hi|.expedition 
possession of the island of Malta — an important link in 
the chain of communication. He landed on the ist of 
July, and within the month he had captured Alexandria, 
gained the victory of the Pyramids, and taken Cairo. 
Everything had seemed to succeed, but he had been in 
Cairo only a week when his hopes were suddenly de- 
stroyed. Admiral Nelson had lost track of the French 
fleet on their way to Egypt, but he now found them 
drawn up to receive him near the mouth of the Nile. 
With most audacious disregard of the tactics he was ex- The battle of 

^J A 1* "XT ' 1 

pected to employ, he forced a part of his ships through 
the French line, and only two of their vessels escaped. 
Bonaparte was now cut off from France. The reenforce- 
ments which he had expected he could not receive. The 
help which he had expected to give to Tippoo Sahib in 
India, on which he had based his plan for the destruc- 
tion of the English power there, he could not now give. 
At least, if his plan was not to be a failure, he must rely 
upon himself. And he does. He reforms the govern- 
ment of Egypt with the greatest skill, and when the 
Turks send an army to drive him out he goes to meet it 
in Syria and defeats it. But he is not strong enough to 
hold that country in addition to Egypt, and he is 
obliged to retreat. In Egypt he learns of the changes 
which have taken place in Europe and in France and he 
sees that he must return. He reached France early in gonapane re- 
October, 1799, after a more marvelous escape from the turns to France. 
English cruisers than on his departure. 
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Far more important events had taken place in Europe 

need?f Bkma^* '^"^ ^*^ absence than any in which he had had a share in 
P*rt«- the East. For him his absence was fortunate, for he re- 

turned unconnected with any of the parties in the state, 
and sought after by all. Two series of changes must be 
noticed. In foreign affairs he found the coalition against 
France reestablished, and the republic at war again with 
nearly all Europe. There was no dissenting voice to the 
opinion that the state had need of the highest military 
genius which it could command to make head against its 
enemies. In internal affairs, he found the Directory 
weak and unpopular, and government almost dissolved. 
Again the strong man of resources and of will, and of 
sufficient popularity to command general support, was 
demanded. The situation called for a man like Bona- 
parte, and there was no other man to meet the demand. 
It was, in the main at least, the fault of the Directory 
that a general war had broken out again so soon after 
the peace with Austria. The rulers of the republic 
apparently could not resist the temptation to extend 
their sort of liberty wherever any opportunity offered or 
could be created, and they could not refrain from treat- 
ing Italy as conquered territory. The pope was driven 
from Rome, and the Roman Republic set up. The 
king of the Two Sicilies attempted to interfere in behalf 
of the pope and he was expelled from his continental 
lands, and the Parthenopean Republic was organized. 
Piedmont was seized from the king of Sardinia. The 
grand-duke of Tuscany was deprived of his litde state 
without even waiting for a pretext In Switzerland, a 
democratic party was supported by French forces, the 
old republic was revolutionized after the French style, 
and the example set in Italy was followed by sending 
the contents of the national treasury home to Paris. 



Europe 
alarmed at the 
arbitrary con- 
duct of the 
Directory. 
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Europe had good reason for feeling again that the 
lack of opportunity to stir up a revolution was the only- 
thing that saved any state from France. England found 
it not difficult, especially in Austria, to get her argu- 
ments heard. At the same time, the new emperor of 
Russia, Paul, beefan to be afraid that France was efettinef ^k^*" makes 

, , , 00 war upon 

too strong for Russian interests, especially when Bona- France, 
parte began to carry out what appeared to be very 
extensive plans of conquest in the East. The war began 
early in 1799, and if the French were not everywhere 
defeated, it was a year of hard fighting, in which, con- 
trary to their recent experience, they made no advances. 
Italy, indeed, was entirely lost, and the new republics 
overthrown. The allies were commanded in that coun- 
try by a Russian general of great ability, Suvarov, who 
defeated every French general sent against him, and by 
the end of summer was able to take his army into 
Switzerland to join the allies there. But in Switzerland, 
on the Rhine, and in Holland the French held their 
own. It seemed, however, to the people of France, 
after the victories of Bonaparte, a year of disasters, and 
though Russia retired from the coalition at the close of demand for 
the campaign, there was great dissatisfaction with the 
conduct of military affairs. A general with such a 
record of an unbroken series of the most brilliant 
victories found the way easy to supreme command. 

In home affairs the Directory had set an example of 
the violation of the constitution which might be turned ^jjon o7the 
against themselves. The elections in 1798 had resulted prance^^^" 
in the return of a considerable number of members of 
the democratic party, and the directors in office were 
as gready opposed to this party, and feared it as much, 
as the royalist party of the year before. By an arbitrary 
assumption of power, without any legal justification, the 
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directors declared a number of the seats vacant and filled 
them with their own adherents. Such things passed in 
the revolutionary atmosphere of France without any- 
great opposition, but they left the government of the 
Directory little ground to complain when the tables were 
turned against itself. The disasters in the campaigns of 
1798, however, weakened the directors more than this 
measure had strengthened them, and the elections of the 
spring of 1799 had not gone in their favor. The new 
RiwofsiCyb. director, who was then elected, was Si^y^, who had 
remained through all the changes of the Revolution a 
man of influence, and who had lately become convinced 
that a still stronger government than any yet formed 
was needed to meet the dangers that threatened France, 
The Directory itself was revolutionized in favor of these 
ideas, and friends of 
Si^ySs took the places 
of three of the former 
members. This was the 
situation which Bona- 
1 partefoundonhisretum 
I from Egypt 

For about three weeks 

Another BonapaTte studied the 

"''°""^- ground, and then the 

Revolution proceeded 

rapidly, A part of the 

Mbdallion OF IHB Three Consuls. < i-„ „i 4.i.„ 

membership of the 

legislative councils and of the Directory were in favor 
of it. The councils were first removed to St. Cloud to 
be under easy control of the army. The lower house 
was cleared by the troops to get rid of those opposed 
to the changes, and the legislators left abolished the 
Directory, appointed Bonaparte, Si^yfe, and Ducos a 
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provisional government with the title of Consuls, and 
joined commissioners with them to revise the consti- 
tution. The new constitution was very quickly con- 
structed, and was accepted by the people in a general 
election on the 14th of Pecember, 1799. It was a frank 
step backward toward a strong executive, for though 
the executive responsibility was laid upon three consuls, 
the real power was in the hands of the First Consul, Bonaparte, 

*^ First Consul. 

who was Bonaparte. The steps were now easy, and 
hardly any longer revolutionary, to the Empire, and the 
reestablishment of an absolute government. 



CHAPTER XVII.* 



NAPOLEON. 

The revolution which established the Consulate in the 
place of the Directory vested the power really in Bona- 
parte alone, and, from this date, he was the sole and 
irresponsible ruler of France until he left the country a 
prisoner in the hands of his enemies. The power which 
he now acquired he 
used with great mod- 
eration and wisdom. 
Political proscriptions 
ceased. Exiles were 
allowed to return. La 
Vendue was pacified. 
Order was restored 
throughout the coun- 
try. Better organ- 
ization was given to 
the administration 
and the finances were 
reformed. The neces- 
sary constitutional 
changes in the inter- 
wArm-Bun. ^^ ^j greater central- 

ization were easily made and received the approval of 
all. And the work of forming a uniform law code for 
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all France, which had been begun some time before, was 
resumed and continued, under the supervision of Bona- 
parte, until the various codes, to which the name of 
Napoleon has been given, were completed. 

The military situation demanded the immediate atten- 
tion of Bonaparte, and the campaign of the year 1800 The^mpaign 
which followed was a new series of French successes like 
those of the first Italian campaign. Bonaparte forced 
his way through the Alps, won the hard-fought battle of 
Marengo, and quickly recovered possession of all 
northern Italy. Another French army slowly pushed 
the Austrians down the Danube Valley, and by the close 
of the year Vienna was threatened by two French armies 
from the west and the south. Austria was forced to a 
separate peace with France, in which she recognized the Peace with 
Rhine as the eastern frontier of France, and abandoned 
her possessions in northern Italy except Venice. 

England was now left the only enemy of France in the 
field. But she was an enemy peculiarly hard to reach. mafntains^Se^ 
The armed neutrality of the northern powers, which had ^*^* 
been counted on to dispute her commercial and naval 
supremacy, and to compensate to some extent for the 
weakness of the French navy, really accomplished noth- 
ing. It led, a few weeks after the withdrawal of Austria 
from the war, to the bombardment of Copenhagen by 
Nelson, and was soon dissolved. England forced the 
French, to withdraw from Egypt; Bonaparte gained 
some successes from Portugal in his warfare upon English 
commerce. But neither enemy could seriously injure the 
other, and finally the treaty of Amiens was concluded be- p^^^.^ ^f 
tween them. This was in fornl a treaty of peace, but both Amiens, 180a. 
parties understood perfectly well that no permanent peace 
was as yet possible between them, and both regarded it 
as a mere truce in which to prepare for a new war. 
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The organi- 
zation of 
France. 



Bonaparte 
resumes his 
colonial plans. 



The San 

Domingo 

expedition. 



But for a time all Europe was at peace. The interval 
was used by Bonaparte to complete the new administra- 
tive organization of France. This was carried through 
with great skill, and it is upon this work that Napoleon's 
claim to the fame of a statesman as well as a general 
must rest. The codification of the laws was also pushed 
to completion during this time. The French Catholic 
Church, too, was reestablished, and an agreement made 
with the pope for a division of the control over the 
clergy between the church and the state. 

This interval of peace allowed Bonaparte to take up, 
also, a plan which we have seen him attempting before, 
and which undoubtedly he was resolved to accomplish 
at the first opportunity — the restoration of the colonial 
power of France that she might be able to carry on the 
inevitable struggle with England upon more equal terms. 
This time his plans looked to the West rather than to 
the East and their success would have threatened the 
future interests of the United States as seriously as 
those of England. 

During the last war, Spain had been induced to give 
up to France the great territory of Louisiana, west of 
the Mississippi, which France had ceded to her in 1763. 
And now, with the West India island of San Domingo 
as a basis, Bonaparte was about to reestablish the 
French power in North America. Three weeks after 
the preliminaries of the peace of Amiens had been 
signed, and before the definitive treaty had yet been 
arranged, Bonaparte gave orders to his brother-in-law, 
Leclerc, to set sail for San Domingo with a large fleet 
and army which had been for some time collecting in 
the western harbors of France. The expedition was a 
military success, but it could not resist the yellow fever, 
and before the plan could be carried further war was on 



Napoleon. 311 

the point of b^inning again in Europe, Knowing that 

with the naval force then at his command he could not 

hope to retain Louisiana, Bonaparte resolved to keep it 

out of the hands of England at any cost, and readily lo the [jnii«i 

consented to sell it to the United States. 

The truce lasted a little more than a year. The war 
began in the spring of 1803, and England never again piansibnhe 
made a truce with Napoleon. His plan at the opening England. 
of the war was a great invasion of England for which he 
made extensive 
preparations, but 
Austria and Russia 
soon joined Eng- 
land, and he had 
need of all his 
strength on the 
Continent. Here 




vbar XII., 1803-4, 



his military success was still unbroken. An Austrian 
army was forced to surrender at Ulm ; Vienna was oc- Xl^ 
ciipied ; a combined Austrian and Russian army was 
overthrown in the great batde of Austerlitz ; and at last 
Austria was compelled to make another separate peace. 
Prussia now, too late to be of any real service, joined 
the alliance, and venturing to fight without help was 
beaten at the batde of Jena, and Napoleon entered Ber- "nd f 
lin. From there he pushed on against the Russians, 
defeated them in some battles, took possession of War- 
saw, and finally at the peace of Tilsit turned Russia Tiisii 
from an enemy into an ally. 

Napoleon was now at the highest point of his power, ^ 
The Continent was forced to submit to his dictation, ^f^*^ 
Early in the war he had assumed the titles of Emperor 
of the French and King of Italy, and now the whole 
map of Europe was in his hands to tear to pieces and 
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His reoij:aniza- 
tion of Europe. 



He regards his 
empire as a 
revival of the 
Roman. 



The 

continental 
blockade, 1806. 



Napoleon 
attempts to 
make Spain a 
vassal state, 
and rouses a 
national 
resistance. 



make over as he pleased, and he proceeded to do it. 
His enemies were punished and his friends rewarded on 
a large scale. Austria and Prussia were deprived of 
much territory. Dozens of little German states disap> 
peared. Bavaria, Wiirtemberg, and Saxony were made 
kingdoms. One of his brothers became king of Naples, 
and another king of Holland. The Confederation of 
the Rhine was formed of the west German states, almost 
as much under Napoleon's control as if it had been 
annexed to France. And to make everything complete, 
Francis Joseph laid aside the title of Emperor of Rome, 
which had come down in succession from Charlemagne, 
so that there was not even a mere matter of form to pre- 
vent Napoleon from regarding himself, as he did, as the 
true successor of Charlemagne and the great Roman 
emperors. Only England still resisted. 

It was the highest point of Napoleon's real power. 
And apparently the unlimited character of this power, 
the not unnatural belief that he could do anything he 
desired to do, led him into two mistakes of policy which 
mark the turn in his fortunes. The first of these was his 
attempt to exclude England from commercial connec- 
tion with the whole of Europe, which is known as his 
*' Continental System.'' It was an entire failure. It 
worked commercially rather to the advantage of Eng- 
land than otherwise, and it excited much discontent and 
hostility, and opened the eyes of men to their true 
interests. 

The other mistake was his interference in Spain which 
resulted in the abdication of the Bourbons and the 
attempt to make his brother Joseph king of that coun- 
try. This was followed by the same kind of an insurrec- 
tion of the Spanish people in defense of their independ- 
ence as that which had been of such great assistance to 
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France at the beginning of the Bourbon dynasty in 
Spain. For the first time the French had to fight a 
nation in arms instead of armies. At the same time 
came a change of English pohcy by which she deter- 
mined to fight Napoleon in a way that would really 
reach him, with armies on the Continent. From this 
dates the beginning 
of the famous penin- 
sula campaign which 
made the fame of 
Wellington and 
proved no small 

factor in the final i 

discomforture of 
Napoleon. 

Early in 1809 
Austria, which had 

been carefully re- - 

organizing its army, 
resolved to take 
advantage of the 
diversion in Spain 
and to try once 
more to check the 
progress of Napo- 
leon's power. But - wbll.ng 

the old result fol- ArthutWdlesley, dufce ofVVeliinKton. Bom in 

lowed. Napoleon 
rapidly pushed back 
the Austrian armies, 
entered Vienna, wi 



1807. 



' dS*i& 



the great victory of Wagram, 
forced Austria to a new humihating trfeaty, and followed 
the war with another series of annexations of territory \ 
to France, which carried the empire of Napoleon to the ' 
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Baltic and the Adriatic. The war was followed also by 
a still further humiliation of the House of Hapsburg, 
which was asked to give one of its daughters, Maria 
Louisa, to take the place of the divorced Josephine. 

For a little more than two years after this war with 
Austria, Napoleon was at war with only one state, Eng- 
land. But the exhausting peninsula campaign went on 
without a pause, and, still more ominous for the future, 
there was a great awakening of a national spirit in Ger- 
many, and Prussia was reorganizing her government and 
carrying through a series of the most important reforms. 
Napoleon' s power seemed to be as great as ever, but the 
people, the most dangerous of all enemies, were now 
arousing themselves against him, and the terrible losses 
of his earlier wars had destroyed the splendid armies 
with which he had won his first victories, and they could 
not be replaced with any material at his command. 

Russia struck the blow which proved to be the first in 
the actual downfall of Napoleon. This was not a decla- 
ration of war but an alliance with England, which to 
Napoleon's mind was the same thing. He resolved to 
treat Russia now as he had all the rest of Europe, and 
in May, 1812, his invasion began. Then followed 
rapidly the familiar events : the defeat of the Russians 
in the field, the occupation of Moscow, the great fire, 
and the retreat through the fearful Russian winter with 
the Cossacks hanging on the skirts of the army at every 
step. Then came the general insurrection of Europe, 
first Prussia and then Austria. Even many of the vassal 
states which he had heaped with favors turned against 
Napoleon at this moment of his greatest need. The ter- 
rible three days' battle of Leipzig, the ** battle of the 
nations," almost annihilated his army and drove him 
back to the other side of the Rhine. 
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The allies now invaded France from every side, and 
though there was every evidence that the military genius ,^v||"'^nce 
of Napoleon was still equal to the task imposed upon it, 
the resources of 
France were ex- 
hausted and his 
armies were too 
small and of too 
poor material to re- 
sist the forces ot 
combined Europe. 

On the last day of I 

March the allies 
entered Paris, and 
within a week Napo- 
leon abdicated. He 
was allowed to re- 
tain the title of em- 
peror, and to be the 
sovereign of the lit- 
tle island of Elba on 

the west coast of Italy. Louis XVIIl., the brother of Louis xvi 
Louis XVI., became king- of France, and promised to '^s'"™''' 
grant his subjects a constitutional government. 

The military struggle against Napoleon was followed 
by the diplomatic struggle of the allies among themselves TheCongi. 
over the problems which the necessity of making a new 
map of Europe presented. Diplomacy is not a rapid 
business, and the ambassadors of the powers were still 
in the midst of it, a year later, when Napoleon suddenly 
reappeared in France, and set them some new problems. NHpoieon'i 
The year of restored Bourbon rule had done much to Elba. 
create a new enthusiasm for Napoleon, and he had be- 
hind him in this brief struggle the " Hundred Days," 
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The results of 
the Revolution 
not destroyed. 



a national spirit of resistance which had been lacking- in 
the general indifference* of the year before. But resist- 
ance was hopeless from the start, and if the great battle 
18 *i8i^*^' *'""* ^^ Waterloo had been as complete a victory for Napo- 
leon as it was for the allies, the final outcome could not 
have been different, though it might have been delayed 
in time and have cost more in treasure and in lives. 
The conquerors took pains to secure themselves and 
Europe from the danger of another general war by send- 
ing Napoleon to St. Helena and by imposing harder 
terms upon France than they had at first intended. 

Revolutionary France was at last subdued, and the 
sovereigns and diplomats of Europe could parcel out the 
whole continent as suited themselves, with no regard to 
the wishes of the people concerned, but the real results 
sought by the Revolution were not destroyed, and they 
are now enjoyed more or less completely by nearly all 
nations. In a single word these may be said to be com- 
prised in the forcible opening of the Continent to the 
principles and methods of popular sovereignty as these 
had been established by the Anglo-Saxon race. Ex- 
perimenting to invent another king of liberty had not 
proved profitable, and Europe, in the end, settled down 
to a more or less open imitation of the institutions 
which the long experience of the English had found to 
be the best. • The reaction against the Revolution was 
temporary and on the surface. New movements to 
secure the same results were not long delayed, and, as 
experience and bitter knowledge were acquired, they be- 
came more hopeful. Much that had been gained sur- 
vived, indeed, the complete overthrow of the Revolu- 
tion. The feudal system and serfdom had disappeared 
from large portions of Europe where they reigned 
supreme in 1789. Dozens of little states with their 
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contemptibly petty courts and sovereigns had been 
swept away. Prussia had taken a long step forward as 
a great German power. The spirit of nationality, 
thoueh not strone enough as yet to compel recoeiiition On the whole, 

5-1 . t.j- 11 an age of gam. 

m a diplomatic congress, had arisen among the people 
and was destined soon to grow into one of the strongest 
forces of the century. Germany and Italy had paid a 
great price, and they were treated by the Congress of 
Vienna in the most arbitrary and violent manner, but 
their gain was enormous, and both these nations, as 
they now exist, rest upon the ground swept clear of old 
conditions by the Napoleonic wars. 
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FRANCE SINCE 1815. 

The inner political history of France since 1815 is a 
very peculiar, almost incredible, history, and yet it is 
not unnatural if we regard it in the light of the past life 
of the nation. It is a history of changes, and even of 
revolutions, in which the great mass of the people has had 
no interest, and of governments almost no one of wh^ch 
has been cordially supported by more than a small minor- 
ity of the nation, and which were often able to maintain 
themselves in power only because their opponents could 
not agree upon any common policy. It is a history in 
which we find again and again the same vague and 
inflated phrases, the same childlike trust in written 
formulas, and the same inability to resist a sudden coup 
dHat^ whether of a prince-president or of a communistic 
street orator. We can trace through it all no growth 
in the understanding of practical liberty and how to de- 
fend it, or in self-control or self-government, until we 
come to the history of the Third Republic. All this 
should be interpreted, as we have seen in the case of the 
great Revolution, in the light of the past history of 
France. A nation which had never been allowed, since 
it was a nation, to govern itself, could not learn that 
most difficult of all arts in ten years, and that was all the 
time it had had for learning before 181 5. Undoubtedly 
during those years in which we can trace no progress, 
between 18 15 and 1875, it was slowly learning, and the 
great promise which the present government gives of 
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self-control and stability has in all probability a solid 
basis in acquired training, but the training was going on 
silently. It does not show itself in the constitutions or 
in the political changes. 

The history of the first of these governments, that of 
the monarchy of the Restoration, is the history of a Thefiisi 
slowly growing reaction against libera! ideas on the part "'* periix 
of -the government which finally culminated in another 
revolution. The king, Louis XVIII., was a Bourbon, 



who dated his reign from the execution of the little dau- 
phin, but he was not exacdy a Bourbon of the old type. Louis xvni. 
He was willing to recognize the fact that the Revolution Bouibon. 
had destroyed much of the old regime which could 
never be restored, and to try to rule in hanmony with 
the spirit of a new France. To be sure he proceeded on 
the old theory that the sovereign is the source of all 
legitimate authority, and the Charter, as the new consti- 
tution was called, was not the creation of the people but 
was a free gift of his royal goodness, yet still it was a 
constitution, and a constitutional monarchy was possible J^*™"'*"' 
under it. It established a legislature of two houses, the 
upper a house of peers, the lower elected by a restricted 
suffrage, based upon a property qualification. The con- 
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duct of the government was placed in the hands of a 
ministry responsible to the legislature, which had the 
right of making all laws and of voting all taxes. It was 
a copy of the English constitution, and the king seems 
to have honestly intended to give it a fair trial. He 
would not grant the demands of the returned ^migris 
or of the old church, and he made no disguise of his 
intention to reign as a moderate, if not as a liberal 
sovereign. 

But he could not change the ideas of his party. His 
legislature proved more reactionary than himself, and 
their ideas obtained a gradually increasing influence on 
the policy of the government. This was especially the 
case after the assassination of the duke of Berry, who 
stood second in the direct line of succession to the 
throne. From that date occasional reactionary meas- 
ures were adopted or allowed, like the return of the 
Jesuits or the stopping of the lectures of Guizot. The 
most open of these acts was the invasion of Spain by a 
French army, with the support of the Holy Alliance, in 
the interest of the Spanish Bourbons.* Under the pro- 
tection of this army, Ferdinand VH. arbitrarily abol- 
ished the Spanish constitution and restored the absolute 
monarchy. In France itself, however, the reaction did 
not go far enough in this reign to bring about any seri- 
ous changes in the constitution or to interfere with the 
natural development of the country, and the period is 
characterized by a very rapid increase of wealth and re- 
covery from the losses and exhaustion of the Napoleonic 
wars. 

In the year after the Spanish expedition, Louis XVIII. 
died and was succeeded by his brother, the irreconcil- 

•This incident is of especial interest to Americans because it gave rise, at 
the suggestion of England, to the official declaration of our policy which nas 
since been known by the name of the Monroe Doctrine. 
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able count of Artois of the Revolution, who took the 
name of Charles X. He was a thorough believer in the charies x. 
divine right of kings — he even thought he could cure the '®**"'^3o. 
king^s evil by a touch of his royal hand — and the re- 
action proceeded rapidly. He demanded and obtained ^ reactionary 
a thousand million francs to compensate the nobles for ^*"^* 
the lands which the republic had confiscated, and in 
1827 the National Guard was disbanded. In this same 
year, however, the Liberal party, which had been aided 
not a little in its rapid growth by these measures, ob- 
tained a majority in the Chambers. But two years later 
the king suddenly dismissed his ministry and appointed 
a new one after his own mind, but without the sanction of 
the Chamber of Deputies. Their vote of want of confi- 
dence was answered by a dissolution, but the election re- 
turned them to the House. Then the kine determined „ 

t . , , He attempts a 

to try the effect of a revolution in favor of absolutism, coup d'stat. 
and issued the edicts of July 26, 1830, which virtually 
destroyed the constitution. Paris rose in insurrection, 
and in three days the king was forced to abdicate and 
was driven into exile, and in ten days more Louis 
Philippe was king in his place. 

Louis Philippe was a Bourbon, but it was two hundred 
years back to his first ancestor who had worn a crown, 1830^^1848! *^^' 
and he was a Bourbon of a different type from those in 
the direct line. The son of that duke of Orleans who 
had been called EgaliU in the early days of the Revolu- 
tion, he posed as a prince of democratic beliefs and 
popular tastes. He was the * * citizen king ' * and the 
theory of the monarchy was no longer that of divine 
right, but the king recognized as frankly the parliamen- ^ona" king, 
tary character of his title as ever the House of Hanover 
has done in England. 

The constitution of the new monarchy was only the 
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charter of 1814 moditied, but the modifications were im- 
ThecoutiiD- portant, especially in the fact that these changes were 
made by the legislature and accepted by the king, who 
thus abandoned the old monarchical principle and rec- 
ognized the right of the people to create the constitu- 
tion. The House of Peera was deprived of its heredi- 
tary character, the term for which the lower house was 
elected was reduced, the property qualification for the 
suSrage was 
lowered, and 
the clause of 
the Charter 
which seemed 
to confer on the 
king a right of 
legislation, 
upon which 
Charles X, had 
based his right 
to issue the 
edicts which 
had caused his 
fall, was strick- 
en out. It was 
a step toward a 

cratic govern- 
ment, but the 
Ah Officer of Guides. of thh Imfhhial 

GuABD. Step was not a 

long one. It was still a constitutional monarchy, but 
Int™^'"'''" '*■ ^^^ ^^^ ti'^\^ no disguised intention of absolutism, 
and it found its chief support in the great middle dasa 
of France. 

But a king of such a sort as Louis Philippe proved to 
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be could never permanently satisfy the French people. 
He was a mediocre man, and his reign of eighteen years was'tooslow^ 
is a very mediocre and bourgeois period in the history of f"?en^h?^ ^^^ 
France. Even the French successes in Algiers and the 
rapidly increasing prosperity of the country did not rec- 
oncile the nation to the second-rate part \yhich the gov- 
ernment was satisfied to play in foreign affairs, or to the 
thrifty efforts of the king to provide abundantly for his 
large family. The king was able to keep control of the 
Chambers, but the opposition was growing outside and ^ 

adopted the English fashion of banquets as a means of 
agitation. One of these to be held in Paris on Wash- 
ington's birthday, 1848, the ministry — Guizot was at its 
head — forbade and this was the signal for another sud- J/^fg^^^^^"'^^" 
den insurrection of Paris. It was successful Us quickly 
as the one that had brought Louis Philippe into power, 
though it was solely a movement of the Paris mob with 
no support in France at large and succeeded chiefly be- 
cause of a lack of firmness on the part of the king, yet 
in three days he was in flight for the frontier, disguised 
as Mr. Smith. 

The success of the revolution was as much a surprise The mob 
to its leaders as to any one, and there was a moment of ^'^onJf **^^ '^* 
hesitation as to the course to be pursued, but the Paris ^«p"^^**^- 
mob invaded the Chambers and decided the questioii 
for the republic. The Second French Republic is, with 
the exception Of the early stages of the Third Republic, 
the most peculiar of the French governments of this 
century. • It was a republic established practically by 
accident and which the people of France did not desire, j^^^^ generally 
outside of a small minority. It was a republic supported prance.^" 
by an Assembly in which the Monarchists had a large 
majority. It was kept in existence only by the fact that 
the three monarchical parties could not agree upon a 
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common policy, and when the main body of the people 

did come to an agreement it was set aside with only the 

slightest difficulty. 

For a little time at the beginning the mob and the 

socialist party, which was just beginning to be an im- 
portant factor in French 
politics, had control. The 
provisional government 
voted that the state should 
give employment to all the 
unemployed, and the easily- 
imaginable results followed ' 
that the number of the un- 
employed rapidly increased, 
and that the efficiency of the 
labor as rapidly declined. 
But this was for a moment 
L«*«H.PH>LvrBCARNa.. on'y. and though it cost 

Boip 1801. Died 1B88. Minister of several days of bloody fieht- 

edacBlion under tbe Second Re- . . .' i - 

public. jng in the streets of Paris, 

the middle classes and the moderate Republicans re- 
covered control. Then a definite republican consti- 
tution was adopted. 

The Constituent Assembly which adopted this consti- 
tution was in session more than a year, and during the 
first part of that time it conducted by itself the govern- 
ment of France. In its constitution it returned to the 
ideas of the early Revolution. It established universal 
suSrage and a legislature of one house only, elected for 
three years. It added to this a president, elected for 
four years, but in his relation to the legislature it fol- 
lowed the American rather than the English practice, and 
made him independent of the legislature and irremov- 
able by it, giving him on the other hand no power to 
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dissolve that body and appeal to the people by a new 
election. In the condition of French parties at the time, 
this arrangement was sure to lead to irreconcilable dif- 
ferences between the two. As a matter of fact the presi- 
dent and the legislature were agreed in scarcely more 
than one thing, 
their hatred of 
the republic and 
their desire to 
overthrow it. 
Upon the gov- 
ernment which 
should take its 
place there was 
no agreement 
possible, for the 
legislature was 
monarchical 
and the presi- 
dent was for 
himself, but the 
disagreements 
between them 
prepared the 
way for the coup 
d'ilat. 

For the pres- 
idency there a Cuikassieb Okfichr, Frknch Cavalry, 

' , DLIIttNG THH SECOND EuPlRE. 

was only one 

strong candidate, Louis Napoleon, and for him it was 
very fortunate that his past career had been such as to \ 
appear ridiculous in the eyes of most Frenchmen. He ^ 
was not feared as he ought to have been, and he was 
elected by a large majority. With great skill he used 
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the growing fear with which the middle classes looked 
upon the Red Republicans, and also the mistakes of 
policy of which the Assembly was guilty, especially in 
attempting to limit the right of suffrage, to advance his 
own personal cause as the representative of order and 
safe popular government, and there can be no doubt but 
that the great majorities with which his coup (T Hat of 
December, 1851, and the proclamation of the Empire a 
year later, were sanctioned really represented the feel- 
ings of a large majority of the French people, thoug'h 
very likely the actual majority had been artificially 
swelled. 

For some weeks after the coup d^itat, the government 
of France was really an absolute monarchy, the presi- 
dent assuming the right to issue laws of his own with 
no legislative sanction, but it did not differ in this regard 
from the various other provisional governments with 
which France had become familiar in revolutionary 
crises. The constitution which Louis Napoleon sub- 
mitted to the vote of the people was one of his own con- 
struction. It reproduced forms of the imperial constitu- 
tion of the first Napoleon, though it retained the name 
of the republic. It created Louis Napoleon president 
for ten years. The legislature was composed of three 
bodies, as in the constitution of the year VIIL, with the 
same limitations on free legislative action. The Council 
of State framed all the laws and was itself nominated by 
the president ; the Senate was also nominated ; the 
Corps Ligislatif vfdiS elected by universal suffrage, but 
its legislative activity was confined to a veto upon the 
acts submitted to it by the Council of State. In form 
the constitution established the responsibility of the 
president, but as this would have the effect to make the 
ministry no longer responsible, and as it must be itself, 
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under the circumstances, only a fiction, all real responsi- 
bility was destroyed. To the president was given the 
ordinary prerogatives of a sovereign in regard to 
treaties, war and peace, the army, and the appointment 
of executive officers. The constitution was in fact so 
thoroughly monarchical, both in spirit and in form, that, 
when the Empire was 
established, it needed 
only the change of 
names and titles to 
adapt it to the new 
conditions. The es- 
sential clauses all re- 
mained unchanged. 

The policy of the 
Second Empire was a The policy of 

, , , ii^ 1 Napoleon 111. 

thoroughly selfish one, 
but it was based on 
the principle that to 
secure the interests of 
France at home and 
abroad was The best natolbon 111. 

wav to ^iPCUre the ner- Bo"' "SoB. Preaidsnt of France 1848. Em- 
way LU secure iiie pci ^^^^ ^^^ Deihroiied 1870. Died 1S73. 

manency of the dy- 
nasty. Or, it would perhaps be more accurate to say that ^^ ^ 
its leading object was to keepthe people well satisfied humo"'"*™^ 
with the policy of the government, both domestic and 
foreign. For years this policy was eminently success- 
ful. Within France internal improvements were carried 
out on an extensive scale. Cities were transformed. A 
new Paris was created. Railroad building was pushed 
rapidly forward with state aid. Canals and harbors 
shared the same favor. Agriculture, forestry, and f^"™^''*^ 
drainage received government attention and money. 
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A commercial policy closely bordering on free trade was 
adopted and steamship lines were subsidized. There 
was also some colonial expansion, especially through the 
conquest of Cochin-China, though neither the emperor 
nor the French people were at this time greatly- 
interested in gaining colonies. On the whole, in spite 
of some unfortunate years, France grew rich and pros- 
pered, and the people had an abundance of money with 
which to take up the government loans. 

In foreign affairs no great crisis arose until the rivalry 
with Prussia, which was destined to be the ruin of the 
Empire. But it was not a little to the satisfaction of the 
French that Russia was obliged to acknowledge herself 
beaten in the Crimean War largely by the arms of 
France, and it was still more to their satisfaction that 
their ancient enemy, Austria, was humbled by their 
armies almost alone, in the war for the liberation of 
Italy, and that the boundaries of France were once more 
carried forward on the east in the old fashion by the 
annexation of Savoy and Nice. 

The close of the Italian war marks probably the 
highest point of power to which Napoleon III. attained. 
From this time on the opposition party grew more 
and more troublesome, and the emperor was forced to 
make one concession after another, all in the direction 
of limitations upon his own power. The expedition to 
Mexico proved a great failure, and the rapid rise of 
Prussia under the direction of Bismarck was very dis- 
quieting. It was at this point that the emperor com- 
mitted his greatest and fatal mistake of policy. A 
struggle between Prussia and France was inevitable, 
and should have been foreseen in France as it was in 
Prussia. Prussia could never accomplish the work 
which she had at heart — the work of unity and recon- 



France' Since i8i§, 329 

struction of the German nationality — so long as the 
reluctant south German states could count on any 
strong ally. The world may perhaps rejoice that France 
had at this time no Bismarck in her cabinet, but for the 
Napoleonic dynasty it was an irretrievable mistake not to 
have stepped at once to the side of Austria at the begin- 
ning of the '* Seven Weeks* War.** Possibly the result 
would not have been very different if this had been 
done, but to wait until her best ally was crushed and 
then to make war alone upon a greatiy strengthened 
Prussia was to commit the sa^ie folly of which Prussia 
had been herself euilty in eoing: to war with Napoleon The Franco- 

. Prussian War. 

after the batde of Austerlitz. The result was a great 
surprise to France, though it had been carefully pre- 
pared in advance by Prussia. The pouring of the Ger- 
man armies into France, the rapid blows and almost 
continuous successes, the sudden collapse of the power 
of Louis Napoleon after the battle of Sedan, all these 
are familiar facts. 

The Third Republic began, as had now come to be, TheestabHsh- 
we may say, the regular fashion, with the terrorizing of TWrd^ ^*ubiic 
the legislature by a Parisian mob, who demanded the 
republic and who set up by their own authority a pro- 
visional government. This government conducted the 
defense of Paris as bravely as was possible under the 
circumstances, and though a new Assembly was elected 
before peace was made with the Germans, no permanent 
government was created. Thiers was made a kind of 
executive head, and made the best terms possible with 
the enemy, and then conducted the desperate struggle 
with the Paris Commune, which injured the city more 
than the siege by the Germans. A few months later M. 
Thiers was given the tide of President, but still no con- 
stitution was adopted, nor the final form of the govern- 
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ment settled upon. The country was too much occupied 
with other more pressing problems to spare time for this 
so long as things went fairly well : with the payment of 
the indemnity in or- 
der to be rid of the 
German soldiers, 
the recovery from the 
losses of the war, the 
reorganization of 
the army in view of 
the lessons they had 
been taught. 

By degrees, how- 
ever, the question of 
the form of govern- 
ment became a lead- 
ing one. The mass 
of the French people 
seemed to be no more 
devoted to a republic 
j™i797 Lawyer and "o* than in the time 
"c"S^'«iaw''aad''Em^ o* the Second Re- 
'nci^R^Swic^is?!^: P"'''''^. but the party 
""" '""■ of the Monarchists, 

which had a large majority in the Assembly, was as 
divided as then and could not be brought to support a 
common policy. Thiers was himself a Monarchist, but 
he had very strict ideas of his duty, and was not willing 
to be made use of to bring about any kind of a resto- 
ration. According to the arrangement which had been 
made when the presidency was established, his position 
was much like that of a member of his cabinet, for he 
retained his seat as a deputy in the Assembly, and took 
part in the debates, like an English prime minister, and 
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he was in the same way bound to resign upon an ad- 
verse vote. Finally a combination of parties carried a or''|h^{|"Mi 
vote of the Assembly against him, and he resigned. **■ '^'a- 
Immediately Marshal MacMahon, a Monarchist, was 
elected to succeed him, and MacMahon 

a Monarchist ministry, that president. 

of the Due de Broglie, came 
into office. 

The chance of the resto- 
ration of a Bourbon kingdom 
in France seemed for a time 
very good. The count of 
Paris, the head of the Or- 
leanist family, offered to 
relinquish his claim to the 
throne if the Comte de 
Chambord, the heir of the 
direct line, would accept the 

. . , , , '^ . The Comte di 

pnnciples of the constilu- chambwd 

tional monarchy m good Bourbon 

faith. This, however, he October, 1S73, 

refused to do, and France 
was forced to fall back tem- 
porarily at least on the re- 
public, and MacMahon was 
made president for seven 
years. Somewhat more than 
a year later, while no formal 
constitution was adopted, 
several constitutional laws 

w„e passed n,or, definitely s^.d^Sr. "£"7* ... «. 
organizing the republic, '"**' October 17, 1693- 

The constitutional history of the Third Republic is 
very interesting, and the contrast which it presents to all 
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earlier French constitutional experiments probably con- 
tains the secret of the growing stability of the present 
government. It is of primary significance that no for- 
mal constitution has been adopted. Not to have an elo- 
quent statement of the inalienable rights of the citizen, 
which should warn off intending despots and protect 
liberty, would have seemed near suicide to the eaxly 
French Republicans, and not to have a definite constitu- 
tion, specifying article by article all the powers and limi- 
tations of the government, created by the act of the 
sovereign people and subject to amendment only by 
their act, would have seemed to them impossible, but 
the present republic has certainly not suffered from these 
deficiencies. In one respect, at least, this incomplete 
and temporary character of the constitution has tended, 
if we may say so, to render it permanent. The absence 
of extreme and even of definite statements has kept it 
from exciting the animosity and fear of its opponents, 
while its apparently temporary character has held out 
the constant hope of change to all who have preferred 
another form of government. Another result of this 
absence of a formal constitution is that revolution is less 
necessary. Changes can be more easily made, and they 
seem less vital and irretrievable, and growing opinion 
modifies the form of the government more quickly and 
with less agitation. 

What may be called the present French constitution 
consists of a series of constitutional and * * organic ' ' 
laws, adopted by the Assembly elected in 1871, and 
subject to amendment by the ordinary legislature at any 
time, the two Houses acting in a joint session as a 
National Assembly. This peculiar character of the con- 
stitution was not the result of deliberate intention, but of 
the special circumstances of the case. The most impor- 
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tant of these was the fact that the constitution was the 
work of those who were really opposed to a republic and 

.„. ■ , .- Madebvita 

who were wuhng to adopt only temporary expedients enemies. 
and such as seemed absolutely necessary at the moment, 
in the hope that the time would soon come when a mon- 
archical government of some kind could be established. . 
In this way the opponents of the republic, who were in 
possession of the 
majority in the As- 
sembly, were of 
greater service to 
the Republic than its 
friends could have 
been. France 
drifted into its pres- 
ent strong govern- 
ment, or, better, it 
is, like the English 
government, the re- 
sult of a natural'and 
unconscious growth, 
and this is one im-' sSi^wEat™k. 

pprtant element of the American. 

its strength. In one 
respect the consti- 
tution making was 
like the American 



Died Seplembei 



from the fact that compromise determined many features 
where extreme measures were not possible. 

The National Assembly met February 13, 1871, and jheeariier 
at once assumed control of France in place of the pro- j™ion'of itie' 
visional government. A little more than two thirds of f^'''''*'^ 
its members were Monarchists, but divided, as so many 
times before, into three parties, Orleanists, Legitimists, 
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and Imperialists. The executive which it established 
was purely a cabinet system with Thiers at its head, 
soon to be called president, but in reality only a prime 
minister subject to removal by a vote of want of confi- 
dence, as has been said. In March, 1873, the first law- 
was passed defining the functions of the executive side 
of the government, but this is of litde importance, 
except as serving to facilitate the downbll of Thiers, 
who was tending toward a belief in the permanent 
expediency of a republican government too rapidly 
to suit the majority. 

From the beginning of MacMahon's presidency, con- 
Mac Mahon stitutional discussion occu- 
DikinK bcgid*. pied much of the time of 
the Assembly, but for two 
years no actual progress 
was made, except in the 
law making the president's 
term seven years. Within 
this periotf, the Monarch- 
ists believed, the way could 
be prepared for a resto- 
ration of some Itind, and 
therefore all that needed to 
be provided for was a re- 
publican government that 
sadi Carhot. would run seven years. It 
''■"o"rl;a?i«r''o7Vk?o"""™dtL*o' was largely in this spirit 
AuKusii^l&JJ^^llslSawffi'une''^ that the constitutional laws 
'*'^- of 1875 were adopted. 
The earliest of these were in February of that year, 
tionalUivi"of the first on the 24th, establisliing a Senate, but post- 
*' poned by its terms to the one adopted on the next day, 
which was chiefly concerned with the office of president. 
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Both these were to a certain extent compromises, going 
farther than the Monarchists would have gone if left to ^^icS^^™^^^ 
themselves, or if they had thought it prudent to put off f^e r^^^bu*^ 
longer any constitutional action, but by no means doing 
all that the Republicans demanded. The effect of these 
acts was, however, to give the republic a firmer footing 
and a greater air of permanence. On July 16, of the 
same year, a further constitutional law was adopted, de- 
fining the relations of the departments of the government 
to one another. This is the longest and the most com- 
plete in its constitutional character of the three laws. To 
these were added, during the year, ** organic laws, * * 
dealing mainly with elections. These differ from the 
constitutional laws only in the fact that they are subject 
to change by the two Houses acting separately, exactly 
as ordinary laws. 

During the five years of the life of the National As- 
sembly which adopted this constitution, there had been a Republican 

, . f T^ 1 1* • • T- majority in the 

a Steady mcrease of Republican sentiment in France, new legislature, 
and the elections to the new legislature, held in Febru- 
ary, 1876, returned a Republican majority to both 
Houses, though it was a majority of conservative, not of 
extreme Republicans. This sentiment has been steadily 
increasing in the nation since that time, as the govern- 
ment has been found to be stable and to furnish full 
security. It has expressed itself very conservatively. Republican 

, . , . . - , . . - - sentiment since 

however, in the revision of the constitution, but few that date, 
amendments having been adopted and none changing 
the character of the constitution, with the single excep- 
tion of an amendment, adopted in 1884, declaring that 
the republican form of government cannot be made the 
subject of revision. 

The constitution thus given to France is based con- 
fessedly on the English constitution, and it follows its 
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general features rather closely. It is, however, in one 
respect a unique experiment. This is in the (act that 
France is the only great and fully sovereign republic in 
which trial is making of the borrowed English system of 
the responsibility of the cabinet to the legislature, with 
the correlative power 
to dissolve the legis- 
lature and appeal to 
the people on any 
particular question. 
The great English 
colonies which have 
this system are of 
course republics, but 
they have not full 
sovereignty, and this 
difference is impor- 
tant, because their 
cabinets are relieved 
of all responsibility 
for the conduct of for- 
eign affairs, in which, 
in any sovereign 
state, and especially 
in one situated as 
TViceprimeminiliCTorFrance. BoraApriis, France is, great Strain 

.83,. Di«I March 16, 1893. jg [jkely tO be felt 

at times. England itself is so nearly a republic that 
there is no practical difference — indeed a French political 
writer declared some time ago that England is more of a 
republic than the United States— but it is removed from 
the comparison with others in this respect to this point 
by the fact that this form of government has been 
reached in that country by a very long and slow develop- 
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ment, and this, with the entire absence of revolutions 
during the process, gives a degree of confidence and 
security to the future outlook which countries where the 
system is a new experiment cannot have. So that the 
experience of France will be of much greater value to 
others — to ourselves, for example, if the question of our 
adopting a similar system should ever arise in the future 
— than that of England, or of the great English colonies. 
One slight peculiarity in the French system should be 
noticed, as the bee^innine^ of a possible development of 9"* possible 

., . development 

which the English system, so far as it has yet extended not known in 
in the Anglo-Saxon world, does not admit. In the vol- saxon world, 
untary resignation of President MacMahon, and in the 
forced resignation of President Gr6vy, precedents have 
been established which would seem to mean the develop- 
ment of a responsibility of the president to the legisla- 
ture similar to that orf the cabinet, but taking effect only 
in more important cases. This has, however, not gone 
far enough as yet to be considered anything more than 
an interesting possibility. 

The government of the Third Republic, since the 
Republican party came into control of it, has twice 
been subjected to tests which would not be severe in an of progress in 
Anglo-Saxon state, but Vhich, judged from the history ment. 
of France in this century, must be considered of the 
greatest severity for any French government. The com- 
parative calmness, moderation, and sound good sense 
with which the Republican leaders have met the crisis in 
both cases give rise to the happiest conclusions as to the 
progress which the French people have made in the art 
of self-control, the only security of any republic. 

The first of these was the sudden and unexpected act 
of President MacMahon, in his fear lest the radical 
Republicans were going to obtain the control of the 
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government, by which he dismissed a cabinet having' 
the confidence of the Houses, and appointed in its place 
a reactionary cabinet under the Due de Br<^Iie, and, 
after the dissolution of the legislature, attempted to fill 
up the new Houses 
as he desired by- 
using freely all the 
methods of manip- 
ulating the elec- 
tions which had 
proved so success- 
ful under the Sec- 
ond Empire. 
There was intense 
excitement in 
France, especially 
on the part of the 
extreme Repub- 
licans, but the 
manifestoes of the 
leaders were mod- 
els of good advice, 
and the nation 
passed through the 
'" "" crisis to all intents 

and purposes as an 
Anglo-Saxon nation would have done. The president 
succeeded in reducing the Republican majority but not 
in overcoming it, and in the end he submitted com- 
pletely to the expressed will of the people. 

The second was the attempt, ridiculous as it seems to 
us, of General Boulanger to pose as a military hero, 
combined with the extraordinary popular support which 
he secured for a moment. It seemed, for a few months. 
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as if he were entering upon the pathway, familiar to 
France, leading to a dictatorship and a coup d'itat, and 
all the factions in the state which desired revolution, 
from the most opposite reasons. Red Republicans and 
Monarchists, rallied to his support. The sudden and 
complete collapse of the movement before the firm stand ^ coiUpse. 
of the government is most hopeful evidence of the exist- 
ence of a new France. 

The period of the Third Republic has been one of 
very great eco- 
nomic advance- 
ment for France. 
There have been 
no wars to ex- 
haust her re- 
sources, and the 
natural frugality 
of her people has 
led to a great 
accumulation of 
wealth. This is 
clearly seen in 
the vast amounts 
of private capital 
which are readily 

offered for invest- (;„,t 

ment in such en- ^^-.V 

terprises as the 
Panama Canal, or 
in taking up the „. Wlix faubb. 

successive issues Piesmt presideni. Bom January 30, 1841. Elected 
. presidenl January 17, 1855- 

01 the national 

debt, and there is need of this last, for the national debt 

has steadily grown notwithstanding the long interval of 
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peace, and while it was only one sixth the debt of Eng- 
land at the close of the Napoleonic wars in 1815, it is 
now twice as great. During this period France has 
been intensely interested in the effort to build up a 
colonial empire, and she has succeeded in Africa and 
in Further India in enlarging her possessions very 
greatiy, but these efforts have been attended with great 
expense and it is yet by no means clear that any com- 
pensating advantage is to be found in them. 

Since 1790, France has had seventeen constitutions, 
of almost every imaginable variety. But the Third Re- 
public has had the longest life of any government during 
that period. It is the only one under which there has 
been shown a steady and hopeful growth toward real 
self-government, and, notwithstanding the fact that there 
has seemed to be during its existence a more general 
feeling of insecurity than under most of the other gov- 
ernments of the century, it seems destined to be perma- 
nent. The Orleanist princes, who represent the mon- 
archy since the death of the Comte de Chambord in 1883, 
seem to have practically abandoned all hope of reestab- 
lishing a kingdom ; the attitude of the Roman Church, 
officially at least, is now most friendly ; and France has 
no further occasion to fear a revolution if it can continue 
its present practice of self-control and calmness, and 
cease to be thrown into a panic when anybody threatens 
violence. 



SUMMARY FOR REVIEW. 

We have now followed the long course of French his- 
tory from the time when Gaul makes its first appearance 2,oo?years, 
in record, the home of various half-barbarous tribes 
with no connected national life, from a time, that is, 
more than a hundred years before the Christian era, 
down to the end of the nineteenth century, when the 
same land is the home of a powerful and thoroughly 
united nation, ruling itself as a great republic. This his- 
tory which we have followed, not in detail but in its 
most decisive changes, is the history of the transforma- 
tion of this primitive people into the highly organ- 
ized nation of to-day. This transformation has not 
always been brought about by influences at work ^owtho^thc** 
within the nation itself, but often by forces from »*^>o**- 
without, and during long periods of time the great mass 
of the nation has had no power to determine the direc- 
tion of its growth, and yet it has been a regular growth, 
the stages of which we can trace from age to age. 

The first of these stages is the Roman conquest, 
which brought the Gallic tribes into contact with a civil- ^j^^ Roman 
ization much higher than their own, and in two or three ^^^^^^^ ^^® 
centuries carried forward their political and intellectual 
development to a point which they would have needed 
double the time to reach by themselves. It gave a lan- 
guage, also, to the future nation, and institutions and 
ideas which were not lost. 

This was followed by the German occupation, a new 
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element in the blood and institutions of the nation which 
had a profound influence upon the future. Already in 
the last days of the Roman Empire there had been a 
marked decline in civilization, which affected the prov- 
ince especially in the inability of the government to 
maintain public order and the security of life and prop- 
erty. Under the German governments which followed 
this, decline became more rapid and extreme, until a 
large part of the ancient civilization had temporarily dis- 
appeared, and, with occasional intervals of strong gov- 
ernment, the same disorder and insecurity continued. 

This condition of things carried France on rapidly 
into the third stage of its history, the stage of the feudal 
system. This was characterized by the breaking up of 
the state, no longer able to maintain a united govern- 
ment, into fragments, independent of one another and 
often hostile, determined in size and character, when 
they took their rise at least, by the ability of the local 
rulers to keep order and furnish security. 

This would seem to threaten a final dissolution of the 
nation, and many signs make known to us the fact that 
several nations, distinct in law, national feeling, and lan- 
guage, were actually forming within the bounds of the 
present state of France. 

From such a result France was saved by the mon- 
archy, and by the efforts of the Capetian family. A 
monarchical theory had come down from the Romans 
and from the best days of the early German state which 
could not be enforced in the feudal days but which was 
not forgotten. Generation after generation, with steady 
purpose, the Capetian kings weakened the feudal barons, 
absorbed their territories in the crown domain which 
formed France geographically, asserted and established 
one royal prerogative after another, and created political 
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institutions which organized the expanding state and 
vested all the functions of its government in the mon- 
archy. 

In this process of union, which was the creation of 
France, the greatest difficulty was that presented by the possessions 
great English dominions in France, which threatened at SStacie! ^^*^ 
one time to split the country into two rival states. But 
the English lands were held together by no common 
bond of union, and fell gradually under the French rule. 
This struggle retarded the formation of the French na- 
tion for a full hundred years, but in the end it aided 
greatly in the awakening of a national enthusiasm and 
patriotism which were of immense value for the future. 

As the formation of the nation, both geographically 
and politically, was due almost solely to the efforts of of*the"k?Ss led 
the kings, it resulted naturally in the supremacy of the monarchy?^"*^ 
king*s will, or in identifying the state with the sovereign. 
The next stage, then, in the history of France is that of 
the absolute monarchy. The formation of the state had 
been attended, also, by the transformation of the social 
classes of the feudal age into those of the old regime. 
The feudal baron became the court noble, that is, he lost 
political rights and the power to rule his fief and re- 
ceived titles and pensions and the opportunity to make 
a display. The third estate of the towns became the 
bourgeois and developed a nobility of its own, that of 
the **robe.'* The serf and villain became the peasant 
and obtained relatively the least share in the advantages 
of the new age. 

The age of the absolute monarchy was characterized ^^^ a e of 
by the rise of international politics, and by a long eu^q^^^ 
struggle for supremacy in Europe, first with Spain in §e"-^"^®^® 
Italy, and then with the House of Hapsburg, chiefly in 
the Rhine Valley. This conflict, while it did much to 
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satisfy the French desire for glory, and while it advanced 
the boundaries of the state to the east, prevented the 
nation from taking the share which we can now see it 
ought to have taken in the train of events which was 
opened by the discovery of the New World. 

During this age, England, not so intimately involved 
in European rivalries, was slowly but steadily preparing 
for the next stage of history, the conflict for a great 
colonial empire in the New World and in India. In this 
later Hundred Years' War with England, France was 
handicapped by her continental position and by the long 
traditions of her foreign policy, and, notwithstanding the 
brilliant genius of French colonial commanders, the 
French Empire was destroyed. 

In the mean time a great force of public opinion had 
been growing up in France, demanding a reform of gov- 
ernment. This had been created partly by the great 
scientific and intellectual advances which had recentiy 
been made and by the more general spread of intelli- 
gence, and partly by the keen -sense of abuses and 
inequalities, which even the lowest classes felt. This 
public opinion found its special point of attack in the 
financial difficulties, of the state, and in this way finally 
forced the government to call a representative assembly, 
the Estates General of 1789. 

From this point France passed rapidly into the revo- 
lutionary stage of its history and for ten years vainly 
tried to rule itself, attempting to make up by theories 
and enthusiasm for its lack of experience and of practical 
knowledge. The failure of these attempts and the 
insecure outlook for the future made it easy for the man 
of genius and power, who could rule and who could 
give the state a definite policy, to create a new absolute 
monarchy. It was easy for him, also, to direct the 
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immense enthusiasm of revolutionary France into a new 
attempt to make the French power supreme in Europe. 
The attempt was a failure, and France was reduced to 
its original limits, but the effort had carried all Europe, 
as well as France, on into a new age — the age of the 
steadily growing influence of every people over its 
political life. 

In France itself, this influence has been slow to arrive 
at a real control. The French people have been slow to ^[IJ^various 
learn the right way to exercise the great power to which 5jf^^,^ent 
they have so often made their governments yield when 
expressed through spasmodic and ill-directed revolu- 
tions. One government has succeeded another with 
great rapidity during the century, and these rapid 
changes have appeared to show but little growth in the 
nation's power to rule itself. But at last it has entered 
upon a most hopeful stage, in which it is showing the ^^^ufuc^Tves 
wisdom it has now e^athered from experience and is promise of 

o tr permanence. 

really governing itself. We may venture to hope that 
our ancient friend and ally has finally found the way to a 
government of the people, by the people, and for the 
people. 
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